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INTER-AFRICAN AFFAIRS 


12 Nations To Join ‘Afrovision’ 


90WT0148A London AFRICA ANALYSIS in English 
3 Aug 90 p 2 


[Text] Dakar—Twelve African countries are to start 
exchanging television news stories by satellite. Afrovi- 
sion, as the experiment will be called, will run for three 
months in early 1991, and will be co-ordinated from 
Algiers. 


The breakthrough on Afrovision comes at a time when 
the future of URTNA, the pan-African radio and televi- 
sion organisation to which the | 2 countries belong, is in 
doubt. A decision is expected in late October on a 
recommendation made by a special committee set up to 
examine URTNA, whose headquarters are in Dakar. 
The organisation has been dogged by the failure of many 
member countries to pay dues. 


But in the view of some Western experts the organisation 
could, if properly organised, be of great use to broad- 
casting in Africa by acting as ‘one voice’ in the negotia- 
tions with the rest of the world on key matters such as 
broadcasting frequencies and rights to use programming. 
Otherwise, there is a danger that the continent could 
fragment between English-speaking, Francophone, Por- 
tuguese-speaking and Arab-oriented broadcasters. 


URTNA is based in four separate locations across 
Africa—Dakar, Bamako, Ouagadougou and Nairobi— 
corresponding to four separate functions— 
administration and archives; technical support; training; 
and programme exchange. But only about 40 percent of 
the dues payable by individual African countries have 
actually been paid in recent years. The exception is this 
year, when URTNA acted as the administrative mecha- 
nism to distribute the World Cup football transmissions 
throughout Africa, with the technical facilities being 
provided by the European Broadcasting Union. 


Normally, the URTNA budget is drawn up on the basis 
of everyone paying their dues, but the programme 
exchange is not well supported by national TV and radio 
organisations. German support funds for the programme 
exchange are also about to be withdrawn. 


Kenya Hests Prefere~ tial Trade Area Meeting 
EA1909115090 Nairobi KN4 in English 1412 GMT 
17 Sep 90 


[Text] Nairobi, 17th September (KNA)}—The PS [Per- 
manent Secretary) in the Ministry of Transport and 
Communications, Mr Andrew Ligale, has called on the 
northern PTA [Preferential Trade Area] states of Kenya, 
Ethiopia, Djibouti and Somalia to come to a definite 
agreement on the use of each others’ telecommunica- 
tions transit centres. Mr Ligale said this today in a 
speech read on his behalf by his deputy PS, Mr C.E. 
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Odera, during the official opening of the technical con- 
sultative committee meeting of the four countries held at 
K.LC.C. [Kenyatta International Conference Center]. 


The meeting is considering, among other things, the use 
by PTA member states of Djibouti’s telecommunica- 
tions transit centre following the principle of collective 
self-sustained and self-sufficient development of the 
sub-region. Noting that the committee was formed as a 
means of accelerating the implementation of projects in 
the north PTA sub-region, Mr Ligale called on the 
committee to consider among others the Isiolo- 
Moya'e-Somalia- Djibouti and Garissa-Liboi-Kismayo 
road projects as high-priority areas. He said it was 
expected that a smooth flow of inter-state road traffic 
would begin soon with regard to facilitation of transit 
traffic between Kenya and Ethiopia. 


Mr Ligale told the committee to find a consensus on the 
projects to be submitted to donors, adding that Kenya 
attached great importance to the interstate transport and 
communications project and would consider hosting the 
first donors’ meeting, whose convention timetable was to 
be discussed by the consultative committee meeting. 


ANGOLA 


Future North-South Satellite Links Announced 


QOAF0638H Luanda JORNAL DE ANGOLA 
in Portuguese 7 Aug 90 p 3 


[Text] Transport Vice Minister for Telecommunications 
Licino Tavares announced in U ige at the end of the week 
a plan for ensuring communications via satellite between 
the country’s northern and eastern provinces, and the 
capital. 

Licino Tavares, in Uige to head a Ministry delegation, 


said that Uige, Zaire, Lundas, and Moxico provinces 
would be given priority. 


According to the vice minister, the satellite system will 
be implemented within two years. He also noted that an 
economic rehabilitation program is being prepared for 
the Angolan Postal Company, involving telegraph, 
postal delivery, and mail services. 


During a meeting with the Uige Transport Management 
Committee, the Angolan official annownced the road 
measures already in progress, in particular the restruc- 
turing of both state and private transport and commu- 
nications. 


BURUNDI 


France Financing Nationwide Television 
EA2309110090 Bujumbura Domestic Service in French 
1100 GMT 21 Sep 90 


[Excerpts] Soon it will be possible to receive TV all over 
Burundi. In fact, the third television phase was launched 
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at the diplomatic center of Bujumbura today with the 
signing of an agreement worth 5,100,000 French francs, 
the equivalent of 158 million Burundi francs between 
Burundi and France. Mr. Fridolin Hatungimana, 
Burundi secretary of state for cooperation, and Mr. 
William Benichoux, head of the French cooperation 
mission, signed the agreement, which also provides for 
production training. [passage omitted] Jean-Jacques 
Ntamagara has more details: 


wae Throughout Burundi, only Bururi and 

Ruyigi in the south and Kirundo in the north remain 
outside the reach of national TV. With about 158 million 
Burundi francs, France, represented by the head of the 
French cooperation mission, has committed itself to 
setting up booster networks at the Inanzegwe, Mutumba, 
Birime. and Rumonge stations. France wiil also promote 
production, which will not only stimulate north-south 
professional exchanges but will also mobilize all the 
national TV's human resources in the production and 
resources sectors. This will be in addition to what France 
has already done for Burundi TV. [passage omitted] 


GUINEA-BISSAU 


Radio Freedom Back in Service 


AB2109112590 Paris AFP in English 2247 GMT 
20 Sep 90 


[Text] Bissau, Sept 20 (AFP)}—Guinea-Bissau's Radio 
Freedom returned to the airwaves this week after a 
16-year silence. 


It was the mouthpiece for the African Party for Indepen- 
dence of Guinea-Bissau and Cape Verde (PAIGC) 
during Portuguese rule, but stopped broadcasting when 
independence came in 1974. 

Its return to life marked the 34th anniversary of the 
PAIGC, and a conference was held here to discuss the 
party's past and future as sole legal party and one among 
many respectivitiely. 

The authorities plan to bring in political ism over 
the next three years, and Radio Freedom's new role will 
still be to “renew and deepen democracy at the service of 
PAIGC militants”, party officials dealing with informa- 
tion and propaganda explained. 

It will broadcast twice a week in Portuguese and Creole 
There is already a government-owned national redio 
service. 


SOUTH AFRICA 


SABC Now Favors Rival Electronic News Services 


MB1609145090 Johannesburg SUNDAY STAR 
in English 16 Sep 90 p 6 


[Report by lan Gray: “SABC Is Ready To Accept Rival 
News Services”) 


[Text] With a favourable decision on independent M- 
Net's [network] application to establish a news service 
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believed imminent, the Director-General of the SABC 


{South African Broadcasting Corporation] has come out 
in favour of rival electronic news services. 


The corporation's chief executive Wynand Harmse feels 
that, with possible further deregulation and privatisation 
in the field of electronic news coverage, the SABC has no 
special claim on a monopoly. 


But, he says, “what the SABC does ask is that the rules of 
the game be the same for all players” and that the 
situation does not arise where news coverage becomes a 
battiefield with an anything- goes attitude towards sur- 
vival. 


Competition 


Under those circumstances the SABC would not be able 
to carry out its role with regard to news and information 
in a changing South Africa and would have to resort to 


popularising the news simply to protect its viewer base. 


“And that would be in the interests of no one, particu- 
larly the country,” says Mr Harmse. 


But while the director-general is prepared to accept 
competition, he is wary of calls for change which could 
worsen the position. 


In an address to the Suider-Afrikaanse Kommunikasiev- 
ereening [South African Communications Association] 
(SAKOMM) at UNISA [University of South Africa], Mr 
Harmse American Professor Donald Brown: 
“The philosophy of ‘broadcast media as telecommunica- 
tions commodity’ threatens traditions. 


“Not every tradition deserves to continue but every 
tradition deserves to be considered in the light of what it 
has meant to society and then re-examined to determine 
whether its diminution or disappearance would leave 
society the poorer.” 


And, said Mr Harmse, “in discussing this topic I have to 
refer to remarks about the notion ‘democratising the 
media’. In this slogan, as in ‘the people shell broadcast’, 
1 fear a new spectre of monopolism is haunting South 
Africa. This kind of language cannot be described as 
anything but totalitanan. 


“A slogan like ‘democratising the media’ should there- 
fore be viewed with circumspection. It is an action that 
runs the risk of further polarising South African society 
and of feeding intolerance precisely at a time when 
intolerance has become such a disturbing phenomenon.” 


Mr Harmse said: “South Africa is in a very critical phase 
of its development. The impact of the electronic media, 
and the access which people have to radio and TV, 
should in our view be utilised to the full—especially with 
regard to information and education—in the interest of 
our future. 


“What is important is that this means that it will be 
necessary to look with the greatest circumspection at an 
appropriate media structure for this country. 
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“In this process the position, structure, control and 
financing of the SABC must be placed under the magnifying 


“The fact is that the corporation is not averse to an 
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lation in all its facets are given due recognition.” 

i the SABC’s role as a source of information in 
a changing South Africa, Mr Harmse said that in the past 
it was simply the standpoints of organised parliamentary 
political parties that had to be reported. 


Companion 


“Now there are many extraparliamentary groups and 
groupings involved in public debate, sometim:; with 


“The SABC says, therefore, that within this changing 
technological and socio-political climate, it will enter the 
future as a trusted companion to its listeners and 
viewers, to enrich their knowledge and their insight. And 
that means all its listeners and viewers. 

“The SABC says it wants to be a bridge-builder between 
groups and to work against the stereotyping of groups and 
individuals. It accepts certain realities, thai a political 
settlement between the different groups 1s a necessity, that 
these groups must work together on several levels and that 
choice of the majority will lead to a participative democ- 
racy.” 


TANZANIA 


Pemba Station To Relay Zanzibar Television 


EA1809130890 Dar es Salaam Domestic Service 
in Swahili 0330 GMT 17 Sep 90 


[From the Press Review] 


[Excerpts] Starting from today Zanzibar TV transmis- 
sions will be relayed from the Pemba station instead of 
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Zanzibar. This was announced yesterday and UHURU 
has highlightec the news under the headline: (7TV) to use 
network. 


the Pemba network is of the VHF type whereas that of 
Zanzibar is UHF. This difference will mean Zanzibar 
viewers are unable to receive the transmission until they 
acquire a special booster device on their antennac. 
[passage omitted] 


TOGO 


Parabolic TV Antenna Inaugurated 


AB2509105490 Lome Domestic Service in French 
1900 GMT 20 Sep 90 


[Summary] A ceremony marking the inauguration of a 
parabolic antenna to receive Canal France International 
[CFI] television service, took place this afternoon in the 
gardens of the Togolese Television Studios in Lome. The 
antenna was installed in September 1989 with the initial 
aim of showing CFI programs. The antenna comprises a 
6.10-meter satellite dish. The ceremony was jointly 
chaired by the French minister in charge of Francophone 
affairs, Mr. Alain Decaux, and the Togolese minister of 
information, Mr. Kwaovi Beny' Johnson. 
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OW2109212990 Beijing XINHUA in English 
1505 GMT 21 Sep 90 


{Text] Beijing, September 21 (XINHUA)—The two 
“Dagi (atmosphere) No. 1” balloon satellites .aunched 


The spokesman told the “PEOPLE'S DAILY” that sci- 


The two satellites were launched along with a “fengyun™ 
meteorological satellite by a Long-March-4 rocket. 


The two satellites, one three meters and the other 2.5 
meters in diameter, are made of aluminium-plated poly- 
ester. After being placed into orbit the satetlites are filled 
with an evaporating substance. 


orbit at varying altitudes due to atmospheric resistence. 
By observing their orbits, scientists can calculate the 
density of the atmosphere at different altitudes. 

The two “Dagi No. 1” satellites are scheduled to orbit 
for three to six months, and during this period Chinese 
scientists will be able to obtain data about atmospheric 
density at altitudes from 400 to 900 km. 


The two satellites were jointly developed by departments 
under the Chinese of Sciences, the Ministry of 
Aero-Space Indus'ry and the State Education Commis- 
sion. 
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Communications Sector To Consolidate 


OW200904 1890 Beijing XINHUA Domestic Service 
in Chinese 0446 GMT 18 Sep 90 


[Text] Beijing, 18 Sep (XINHUA)}—The State Council 
recently issued a document that approves and circulates 
the Ministry of Posts and Telecommunications’s “Plan 
on Strengthening Management of and Consolidating the 
Communications Sector,” and asked 2!) localities to act 
accordingly. 

The document points out: Since the implementation of 
the policy of reform and opening to the outside world, 
China has seen a rapid deveiuopment in its postal and 
telecommunications undertal.ings. It« communications 
capacity, technologies, and facilities have improved 
greatly. By the end of 1989, the public intracity tele- 
phone switchboard capacity in the country was 6.6 


million lines, 2.8 times as much as in 1978. There were 
10 million telephones, nearly twice as much as in 1978. 
The number of lines came to 
87,000, 3.6 times as much as in 1978. In 1989, 93.1 


percent of telephones in urban areas across the country 
were automated, while 60.3 percent of long-distance 


public ones, has also quickened to meet the needs of 
reform, opening to the outside world, and mcudernization 
programs. However, at present there are some issues in 
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Vanous communications companies have cropped up in 


with public ones. It should also work to bring about a 
coordinated development between public and special 
communications networks. 

2. Construction of public and special communications 
networks should be carried out under an overall plan. 
Joint construction of communications facilities should 
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INTER-ASIAN AFFAIRS 
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OW 1509063390 Beijing XINHUA in English 
0019 GMT 15 Sep 90 


Hong Kong, September 1S (XINHUA)—There 
has been a 51.7 percent 
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Japan Socialist Party (JSP) ?osts and Telecommunica- 
tions Minister Takashi Fukaya said Friday. 
Fukaya told reporters that the North Korean Ministry of 


A wtal of % from Japan will cover the 


yournal:sts 
September 24- 28 trip by delegations from the LDP and 
the nation’s largest opposition party. 


The LDP group will be led by former Deputy Prime 
Minister Shin Kanemaru, while JSP ‘ice Chairman 
Makoto Tanabe will head his own delegation. 


Kanemaru's trip will be the first visit by an LDP dele- 
gation. The JSP has served as the main channel of 
communications between the two nations in the absence 
of bilateral diplomatic relations. 


Fukaya said two officials from his ministry and KDD 
[Kukuse: Denshin Denwa], a major Japanese interna- 
tional telecommunications conglomerate, will accom- 
pany the delegations to discuss preparations for estab- 
lishing permanent satellite links between the two 
countnes. 

Current telephone circuits between Japan and North 
Korea are operated through shortwave radio, ministry 


AUSTRALIA 


Ruling Labor Party Backs Telecom Privatization 


BK 2409065290 Hong Kong AFP in English 0614 GMT 
24 Sep 90 


[Text] Canberra, Sept 24 (AFP)}—Private enterprise will 
be invited by the Australian Government to compete 
with the state-run telecommunications network fol- 
lowing an historic vote Monday to abandon the monop- 
olies held by Telecom and OTC Limited. 


The decision took the Australian Labor Party a step 
closer to abandoning its most sacred and endunng prin- 
ciple—the concept of public ownership enshrined in 
policy since the carly 1920s. 


After four hours of emotional debate, delegates to a 
special national conference here voted $8-43 to support 
government plans to expose the telecommunications 
networks to private competition. 


27 


publicly owned focility whi 
com. 
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A third public nctwork, the satellite facility known as 
Aussat, will be sold to form the basis of a ,rivate 
company or consortium, probably with substantial over- 
seas inve “tment to compete face-to- face with the public 
facility. 

Debate « to continue on a government proposal to sell 
49 per cc’ of international carrier Qantas and all of 
Austrahan Airlines. 


Delegates from all three party factions, including the left 
which opposes privatisation, were predicting a similar 
vote in favour of Ge aol 


However, the vote was so close in the tclecommunica- 
in the party which they say could be seriously damaging 
to the government. 

The major telecommunications union has vowed to fight 
the decision all the way to the next election. 


Its Queensland president, lan Mclean, who is vice- 
president of the Labor Party, predicted the government 
would “lose office unless it changed its ways before the 
next election.” 


The conference vote nevertheless represents a win for 
Prime Minister Bob Hawke and senior economic minis- 
ters who led the party into reversal of the anti- 
privatisation philosophy still strongly evident on the 
conference floor Monday. 

It also compieted the process started for Labor with 
treasurer Paul Keating's successful fight to partially 
privatise the Commonwealth Bank a month ago. 


The government was accused by leftwing conference 
delegates Monday of selling out Labor principles. 

Mr. Mclean told the conference that the government's 
plan would clear the way for an American or Japanese 
company to come in and take the cream of business from 
Telecom and OTC. 


He said “We are in a position where cither the govern- 
ment rolls the party—and the government gets a kick out 
of that—or the party rolls the government and nobody 
gets a kick out of that.” 


He proposed an amendment urging preservation of the 
telecommunications monopoly and continuing opposi- 
tion to privatisation, urging delegates to defeat the 
government. 


“They cannot expect the loyalty of the Labor Party if 
they are continuing to follow .. this unworthy and 
unsustainable venture 


Another leftwing delegate, Sue Robinson, accused the 
government of failing to consult its rank and file and said 
it was opposed by every section of the Labor Party. 


“We see a situation where the leadership are alienated 
from their rank and file”, she said. 
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She described the issue as an idealogical debate dressed 
up under the cloak of micro-economic reform. 

“We have a government with a cavalier attitude to its 
policy platform. We have a government today which is 
defying the party to uphold the platform.” 


But in a spirited defense of the government position, Mr. 
Hawke said the simple fact of life was that all social 


“With the possible exception of Albania and Cuba that 
said. 
Mr. Hawke said the proposal formulated by Telecommu- 


owasd facility with private compation or give tak 


KDD Seeks Satellite Network With North Korea 


OW 1309144790 Tokyo KYODO in English 1122 GMT 
13 Sep 90 


[Text] Tokyo, Sept. 13 KYODO—The head of KDD 


lishment of a satellite network between Japan and North 
Korea. 


KDD President Takazo Ishii told a press conference that 
the company is positive toward the project, a possible 


by 
Kanemaru to North Korea from September 24. 


“We have not received any request from the government 
(to join the delegation). But if we receive it, we are 
willing to handle it positively,” Ishii said 

The proposed formation of a satellite network 1s not only 
intended to improve telecommunications between the 
two countries but also seen as a symbol of bilateral 
efforts toward better relations between them, indusiry 
sources said. 

North Korea is the only country Japan is still communi- 
cating with shortwave radio. Since there are only 
four lines, three for telephone and one for telegraph, it 
usually takes for an international telephone call between 
30 minutes and an hour to be connected. 


The absence of bilateral satellite communications is due 
more to the lack of political ties between the two nations 
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than to technical problems, the sources said. North 
Korea has already opened satellite lines with West Ger- 
many, France, China, Singapore, and Hong Kong. 


NEC Develops 10 Gigabit Optical Regenerator 
OW 1709102490 Tokyo KYODO in English 0742 GMT 
17 Sep 90 


[Text] Tokyo, St. 17 KYODO—NEC Corp. has devel- 
oped what it claims to be the world’s first optical 
regenerator for practical use that can transmit 10 gigabits 
of information per second, equivalent to more than 50 
English-language Bibles, company officials said Monday. 


The new optical regenerator will aid moves toward the 
institution of a next-generation broadband digital net- 
work to meet potential demand for high-definition tele- 
vision broadcasting and teleconferencing, the officials 
said. 

The regenerator has external modulation and amplifica- 
tion operations as well as reshaping, retiming, and regen- 
erating optical/electronic/optical signals. 

The long-distance optical data transmission equipment 
allows for a 400 percent increase in transmission 
capacity over the presently developed 2.4 gigabit sys- 
tems, and produces less wave distortion, while guaran- 
teeing optical power for the receipt of information, they 
said. 


In 1988, the International Telegraph and Telephone 
Consultative Committee (CCITT), headquartered in 
Paris, recommended an international standard for syn- 
chronous digital hierarchy for optical transmission 
equipment with a maximum speed of 2.4 gigabits. 

The CCITT is an international organization which sets 
standards and protocols governing the format and 


timing of sending data over communications and tele- 
communications equipment. 
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The company plans to have the equipment ready for 
commercial use in about three yerrs, the officials said. 


The results of the breakthrough were to be announced at 
the 16th European optical communications conference 
in Amsterdam on Monday and the institute of electronic 
communication engineers in Hiroshima on October |, 
they said. 


THAILAND 


Thailand To Lease Indonesian Satellite 
Transponder 

BK 1709090590 Bangkok Domestic Service in English 
0000 GMT 17 Sep 90 


[Text] The contract to lease the Palapa satellite tran- 
sponder will be signed today between the Indonesian 
Telecommunications Authority and the Thailand Post 
and Telegraph Department, the Telephone Organization 
of Thailand; Krungthep Television and Radio Co., Lid.; 
and Samat Telcom Co., Ltd. 


The signing ceremony will be held at 10.30 am at the 
Ambassador Hotel in Bangkok. Representing the Thai 
Government agency and the state enterprise will be 
Director General of the Post and Telegraph Department 
Sombai Uthaisung, while the two business firms will be 
represented by their respective appointees. 


Satellite communications in Thailand started in 1979 
when the Indonesian Telecommunications Authority 
signed a leasing contract wit Krungthep Television and 
Radio Co., Ltd. to allow the latter to use the Palapa 
transponder for the relay of television program signals 
from Bangkok to rural areas. Thereafter, the satellite 
system has been widely utilized for the expansion of 
telecommunications in the country. Today's signing cer- 
emony will add one and an eighth transponder to the 
number already leased by Thailand for use in its relay 
program and signals and other telecommunications ser- 
vice. 
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CZECHOSLOVAKIA 


Calfa on Federation, Media Issues 


LD1409223490 Prague Television Service in Slovak 
1750 GMT 14 Sep 90 


[Interview with Premier Marian Calfa by unidentified 
interviewer, date and place not given—ive or recorded, 
questions in Czech] 


[Excerpts] [Interviewer] Mr Premier, a week ago we 
spoke about certain questions of the relations of the 
national governments to the federation, and since that 
time many important things have happened. The public 
knows that all three premiers spent the weekend 
together, and that there was a meeting in Piestany of the 
two governments with representatives of the federal 
government. Now, a week on, are you a greater optimist 
or have things, on the other hand, become more compli- 
cated? 


[Calfa] | would begin my reply by saying that we have 
moved a bit further forward. I think it is known that all 
three of us met, that we held discussions, and the 
significance of Piestany is that the two governments, the 
complete governments, met with representatives of the 
federal government, and that as one unit we dealt with 
all the issues tabled at Trencianske Teplica—thai is the 
first positive aspect which I see of the meeting in 
Piestany. 


The second positive aspect I see lies in the fact that we 
managed in a certain way to give a positive definition to 
our future, our idea about the federation, our idea about 
the division of powers. Of course - and this has appeared 
in the press—contradictory views came to light in certain 
areas, but there are no longer so many of them now. That 
is to say that the views on how thing should be arranged 
and on the division of powers have come closer together. 


[Interviewer] One of the areas which appears to be 
unresolved at the moment is the quesiion of the media, 
the existence of the national televisions and radios. 
basically there is no doubt that this is going to happen, 
but arguments are going on about the set-up of the 
federal institutions in the sphere of the media. What is 
your view on this? 


[Calfa] In Piestany we also discussed the conclusions of 
the working group for this sphere. As far as radio and 
television are concerned, at the beginning we proceeded 
from the basis that they should be organized solely on a 
republican basis. That means that there would be Czech 
and Slovak televisions and Czech and Slovak radios on 
the understanding that the two would also make up the 
federal program together in some percentage or share. 
On behalf of the federal government I expressed the 
unequivocal view that both radio and television must 
have an autonomous federal structure which would 
report on the activity of the whole federal struc ure of the 
government, parliament, the presidert, and the central 
agencies of the federation. I must say that we discussed 
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this for rather a long time, and in the end our views 
became united. There was a certain apprehension on the 
part of the republics that the federal structure should not 
be superior in some way to the two republican struc- 
tures—that is not our interest at all; the point is that it 
should be autonomous and independent of the republics, 
and that it should cover federal news broadcasting, and 
do so on an autonomous basis. That means hat it would 
have at its disposal the appropnate necessary production 
equipment. I also have the impression that this was 
accepted; this was the view of the ministers of culture 
who will be, in a way, the central agents of state admin- 
istration for television and radio in the republics, so it 
seems to me that it only remains to deal with the 
technical resolution of this problem and its definition in 
law. [passage omitted] 

[Iinterviewer} The last question is this: the econmic 
reform scenario is to be tabled in parliament, the gov- 
ernment will defend the scenano and parliament depu- 
ties will give their reaction one way or the other. This 
begs the question to what extent will the public be 
prepared to accept these radical and often unpopular 
steps? From this point of view, what situation do you 
think the government ts currently in? 


{Calfa] Weil, of course we are assessing the situation we 
are in, we are assessing the public mood, especially 
because the scenario contains a number of measures 
which will truly affect the life of every individual. | can 
say that on the 27th all three governments are going to 
meet, evidently in Kromeriz, and evidently with the 
participation of the president. We want to adopt a sort of 
government concept, which will then be put on a legal 
basis, of the so-called small privatization. In other 
words, in fact the process under which restaurants, 
service outlets and so forth, such as dressmaking, ser- 
vices, and production will pass into private ownership. 
In short, we are really beginning in this second half of the 
year, we are really serious about it, and we are really 
declaring the onset of fundamental economic changes 
which, as I have already said, are going to affect the 
day-to-day life of our people. [passage omitted] 


REUTERS Reopens Permanent Prague Office 


LD2009221290 Prague CTK in English 2133 GMT 
20 Sep 90 


[Text] Prague Sept 20 (CTK)}—REUTERS News Agency 
today officially reopened its permanent office in Prague 
after ten years. 


REUTERS had its office in Prague from 1968 to 1980 
when the then Czechoslovak regime did not alow REU- 
TERS correspondents to continue their work in Czech- 
oslovakia and the agency had to report on Czechoslo- 
vakia from Vienna. From 1988, Vienna's branch of 
REUTERS had its permanent correspondent in Prague. 


The opening of the permanent office was decided one 
year ago and by coincidence the agency sent its first 
report from its new Prague station on November 17, 
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1989, the day of the demonstration which touched off 
public protests that led to the fall of the communist 
regime. 

On an average, REUTERS sends about 300 to 400 words 
daily on Czechoslovakia. 


During a party tonight, REUTERS’ former reporter, 
now Czechoslovak presidential adviser and press 
spokesman Michael Zantovsky, CTK News Agency 
guests were received by Editor-in-Chief of REUTERS’ 
World News Service Graham Williams. 


GERMAN DEMOCRATIC REPUBLIC 


People’s Chamber Passes Transference Law for 
Broadcasting 


LD1409025990 East Berlin ADN International Service 
in German 2215 GMT 13 Sep 90 


[Text] Berlin (ADN)—Shortly before midnight the dep- 
uties passed in the second reading the Law on Transfer- 
ence of Broadcasting (television and radio) to the legis- 
lative competency of the future five federal laender and 
“the part of Berlin in which hitherto the Basic Law was 
not valid”. 


In accordance with this, GDR radio and EFF Television 
Network are to continue to be run as communal institu- 
tions i t of the state and with legal status until 
the end of 1991 at the latest, insofar as they undertake 
tasks which are within the competency of the laender. In 
a short debate the deputies Lothar Bisky [Party for 
Democratic Socialism] and Konrad Weiss (Alliance 90/ 
Greens) regretted that the locations of Nalepastrasse and 
Adlershof would be iost as national stations and produc- 
tion centers. 


Future Expansion of Telephone Network Detailed 
90GE0269A East Berlin DIE DEUTSCHE POST 
in German No 4, Jun 90 pp 151-154 


[Article by Chief Director Dr. Willi Guelzow and Chief 
Officer Wolf Reiner Menzel, graduate engineer, General 
Directorate for Telecommunications, Deutsche Post 
[German Postal Service, GDR]: “Status and Future of 
Telecommunications in the Deutsche Post™] 


[Text] In the wake of the economic reform which has 
been initiated, the historic events since last November 
have produced remarkable changes in all sectors of social 
life. Concrete cooperative efforts are in the offing in 
economic circles. The tourist industry is undergoing 
increasing development. On both sides there is a high 
level of readiness to work together. How this develop- 
ment will take place so as to be uf value to our citizens 
depends to an appreciable extent on how the telecorm- 
munications infrastructure is expanded. 
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The “ministers of post and telecommunications™ in the 
FRG and GDR have given mutual cooperation the 
“green light.” By virtue of a number of immediate 


post 

FRG and the GDR will see to it that communications 
and communications connections for citizens and the 
economy are improved as quickly as possible. 


Basic Situa'ion 

The republic's telecommunications network is in a hope- 
less state. Some 65.7 percent of the switching equipment 
is over 30 years old, with 20 percent of that more than 60 
years old. The housings are utilized to full capacity, 
switching equipment installations, switch points, con- 
necting cables and subscriber line cables are wired up to 
a reasonable limit. About 60 percent of the lines are 
party lines. While in areas with new housing construc- 
tion acceptable supply capacities were in part possible 
from building new telephone exchanges and the accom- 
panying network—a substantial difference between 
Berlin and other bezirks is widely recognized, the instal- 
lation of telephones in conventional residential areas, in 
developments and in rural communities was neglected to 
an unreasonable degree. Thus, in 3,533 rural communi- 
ties and developments with up to 2,500 residents there is 
not even a public pay phone. 


As of | January 1990, 1,826,190 subscriber's lines were 
installed. The offices of the Deutsche Post [German 
Postal Service, GDR] have 1,200,000 unfilled applica- 
tions with a waiting period of up to 20 years—some even 
longer. These also include a number of applications with 
high social urgency (for example, the most severely 
handicapped, physicians, district nurses, trade enter- 
prises, service facilities). In recent years the waiting . .¢ 
for telephone installations has developed in an extremely 
negative way, both in scope and in waiting time. Profits 
from telecommunications operations, including those 
from the FRG's flat postal rates, were not available for 
use in the relevant sector, rather they were used for other 
sectors of the economy and to provide internal subsidies 
for totally different sectors. Thus, it was not remotely 
possible to develop telecommunication away which 
was directed at the needs of the econon., and the people. 


For years the ministers for post and telecommunica- 
tions, in a variety of presentations to the then party 
leadership and the government, had pointed to the 
disastrous faulty development of the telecommunica- 
tions infrastructure as an economic growth carner and as 
an expression of the quality of life of the people. Ideas for 
further dynamic development in new segments of growth 
were submitted in design plans. Ignorance, arbitrariness, 
and false estimates of the actual economic situation and 
quality of life prematurely quashed all suggestions. Thus. 
the German Post Office was not in a position to reduce 
the economic damage which had come about as a result 
of predetermined capital assets which in a substantial 
way had been centrally calculated too closely by the 
gc veinment. 
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Strategic Development Design 


In the next few years the primary task for the Telecom- 
munications Division of the Deutsche Posi will be fast 
quantitative and qualitative expansion of the hopeless 
telecommunications network. The most comprehensive 
modernization and expansion of the telecommunica- 
tions infrastructure which the GDR has experienced to 
date must make a substantial increase in supplying the 
people and the economy with telecommunication ser- 
vices. This requires setting a tempo in the next few years 
scriber’s lines. At the same time developing the infra- 
siructure must be organized in such a way as to achieve 
compatibility with the structure of the Telecommunica- 
tions Division of the Bundespost [FRG Postal Service] 
and to make possible the proposed merger of the two 
systems. 


Following the current trend with respeci to announce- 
ments concerning installation of subscribers’ lines, we 
anticipate in subsequent years substantially higher pres- 
sure from enterprises, businesses, and private customers 
for telecommunications capacities. By coordinating with 
the Bundespost’s Telecommunications Division we are 
countering this pressure with a design involving clear 
objectives on a scale which internationally has hardly 
been equaled. All measures up to 1997 by this industry 
are focused on installing: 


—7.1 milion new primary telephone lines; 


—60,000 new public phone booths (card and coin tele- 
phones). 


— 300,000 C and D syste.n mobile radio lines, in the 
following stages: 









































Primary Tete. Coin/Card =| Mobile Radic 

phone | ines Telephones lames 
1991 300,000 4,000/2,000 3,000 
1992 $00,000 4,000/6 000 7,000 
1993 800,000! 4,000/8,000 20,000 
1994 1,200,000! 2,000/8,000 $0,000 
1995 1,400,000! 2,000/8,000 60,000 
1996 1,400,000! 1,000/7,000 80,000 
1997 1,$00,000' 1 ,000/ 3,000 80,000 
(1990 100,000 2,000/ 100 $00) 
‘nased on digital switching equipment 





In addition to mea.ures to supply telephone lines, telex 
lines (6,000 by 1997) and to make marked improve- 
ments in telephone traffic with the FRG and West 
Berlin, other important telecommunication services 
must be expanded or developed (for example, tele- 
copying service, data service with 50,000 data connec- 
tions to the national Datex P system of the Telecommu- 
nications Divisions of the Bundespost and the Deutsche 
Post by 1997, videotext service). 
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Immediate Measures 


A first step in our development design will take shape 
with the installation of 100,000 subscriber's lines in 
1990. Approximately 2,000 GDR-produced coin tele- 
phones for long-distance direct dial service and coin 
telephones which were provided by the Bundespost will 
be new installations primarily in rural communities and 
developments with more then 500 inhabitants. 


Some 100 card-operated telephones which use telephone 
credit cards will be put into operation. 


Various inner-German task forces from the post and 
telecommunications system sector are hustling to make 
concrete improvements in telecommunications capaci- 
ties to benefit the economy and the people. 


There is agreement on: 


—purchasing 18 analog and 14 digital container tele- 
phone exchanges. 


—accepting 2,500 syster: 63 coin telephones, 


ing more than 1,000 small pay phone booths, 
about 200 mobile power systems, a rather 
large number of small and medium-size private 
branch exchanges, telephone end items and other 
facilities related to telecommunications technology. 
The containers with digital switching equipment are 
being put into operation in Dresden (8)}—3 containers 
were pul into operation on 4 May 1990—Chemnitz, 
Zwickau, Reichenbach, Borna Sued. Neustrelitz and 
Erfurt (1 each). After creating the necessary prerequisites 
in the telecommunications network, about 34,000 sub- 
scriber lines will be realized. Neubrandenburg, Magde- 
burg, Halle, Leipzig, Chemnitz (3 cach), Erfurt (2), 
Frankfurt/Oder (1) were established as operation sites 
for the containers with analog switching equipment 
(motor uniselector system) which were taken out of 
service in the FRG. Thus, 20,000 more subscriber lines 
are being installed. 


As a result of coordination with the FRG's telecommvu- 
nications division, provision is being made for a more 
than twofold increase in the number of telephone circuits 
in 1990. 


Medium- and Long-Term Measures to Expand the 
Telecommanications System 1991-1997 


The strategic objective is based on expanding or building 
up at minimal cost a telecommunications system for all 
services and performance features. 


In order to achieve operationally effective results in a 
relatively short period of time, starting in 1990 a digital 
network (overlay network) which 1s superimposed on the 
conventional analog telecommunications network will 
be built in stages. This network must be continuously 
expanded and in the future will replace the existing 
analog network. 
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Figure 1. Digital Overlay Network 1990 to 1991 
Key: |. Rifu [directional transmission] 2. Cu cable 
3.LWL [light wave conductor] cable 4. Digital HVS: 
{main trunk exchange] (1991 level of expansion) 


5. Digital KVSt [junction exchange] (1991 level of 


expansion) 


Paraliel with the expansion stages, the analog telephone 
system must be maintained as the material-technical 
basis and expanded on a limited scale. 


first Expansion Stage 1990/1991 


As a first step an international digital telephone 

(IVSt) will be established in Berlin in 1990/ 
1991; it will be used for all international automatic and 
semi-automatic traffic (Figure |). Provision is made for 
a digital link toward the FRG by switching in the IVSt. 


The highest level of the overlay network is scheduled to 
have trunk exchanges (FVSt) at locations of specific 
eS SS See This will be used 
to handle all internal long-distance traffic 


In the HVSt sectors with digital FVSt, junction 
exchanges (K VSt) which are to be of new construction 
will be built as digital FVSts. 


At the same time digital local telephone exchanges 
(OVS) will be built at digital FVSt locations. 
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The first expansion calls for building digital FVSts 
in the following order. — 


—Dresden, Leipzig, Chemnitz and Erfurt for the south- 
eastern GDR 


—Neubrandenburg and Rostock for the north of the 
GDR 


—Zwickau and Strausberg as combined local and trunk 
exchanges and 

—immediate construction of a digital remote exchange 
in Berlin after the first expansion stage. 

FVSts are to have primarily digital connections with one 


another and with the [VSt. Until the relevant junction 
digital, the FVSt must 


existing telephone 
the Deutsche som to tana’ bana Gs shana 


FVSts. 


Second Expansion Stage 1992-1997 


By the end of 1995 expansion of the digital overlay 
system is supposed to insure that digital FVSts (HVSv 
KVSt), including the relevant OVSts, will be in place in 
all GDR bezirk cities (Figure 2). In addition, light wave 
conductor (LWL) cable installations involving Berlin- 
Leipzig-Gera-Erfurt with transmission to the FRG and 
Berlin-Magdeburg-FRG will be put into operation. 
Analog radio-directed communication 
connections will become digital. As a result of coordina- 
ee ee eee 
ee ae er 
autobahn transit routes as well as with the the 
West Berlin mobile radio system im East Berlin, Leipzig. 
and in an extensive build-up of a large area mobile radio 
system (D-network), and there are plans for introducing 
radio calls (city calls). 

Network junction points in the gang-relayed data net- 
work are being established in 11 other bezirk cities. 


Rebuilding the telex network with modern digital equip- 
ment 1s being initiated. 

The technical prerequisites to introduce videotext ser- 
Further expansion of the telecommunications network 
will be done exclusively with digital equipment. 
Expanding the digital channels as a substitute for con- 
ventional TF [carner frequency] long-distance commu- 
nication equipment is being continued with efficient 
LWL cables and PCM [pulse code modulation] equip- 
ment involving a large number of channels. 


The digital mobile radio system is gradually being 
expanded into an areal system. 
Provision has been made for properly realising the 


material-technical basis for text ard data cu.wmunica- 
tion as well as for videotext. 


Installation of 2 million 
radio connections and lines 
for the years 1998 to 2000. 


lines, 100,000 mobile 
other service is scheduled 














Figure 2. Digital Overlay Network 1992 to 1995 
(contineation of Figure 1) 

Key: |. Rifu 2. Cu cable 3. LWL cable 4. FVSt [trunk 

exchange) 5. Digital HVSt (1993 level of expansion) 

6. Digital K VSt (1993 level of expansion) 


POLAND 


New Cable Radio Station in Cieszyn 


LD1109231890 Warsaw Television Service in Polish 
1515 GMT 11 Sep 90 


[Text] The (Teltron) firm has founded a local radio 
Station in Cieszyn. The radio broadcasts its programs 
from 0700 to 1500 [0500 to 1300 GMT], transmitting 
via the cable network to enterpriss and individual 
recipients. 


Plans For Third TV Channel Reported 


Warsaw Has Most Advanced Work 


LD2009163790 Warsaw Television Service in Polish 
1515 GMT 20 Sep 90 


[Text] Work on preparations for a third television 
channel is continuing. It is to come into existence in nine 
towns as a local commercial channel. Limited companies 
will be set up to run this channel. Warsaw is the most 
advanced in its work. The controlling share-holding 
belongs to the television. The remainder is being sought 
by many willing buyers. The minimum investment is | 
billion zloties. 


Szczecin To Receive Third Channel in 1991 


LD2109084190 Warsaw Domestic Service in Polish 
0200 GMT 21 Sep 90 


[Text] Szczecin is to receive a third television channel in 
the New Year. It will be broadcast from 10 to 12 hours 
daily. It will include original transmissions and retrans- 
missions of satellite programs, translated into Polish. 
The channel will be financed mainly through advertise- 
ments. 


YUGOSLAVIA 


Government's Media Proposals Assessed 


LD1909'81390 Belgrade TANJUG in English 
1517 GMT 19 Sep 90 


[Text] Belgrade, Sept 19 (TANJUG)—The Assembly of 
Yugoslavia Information Committee today  .ssessed as 
positive a federal government proposal for a transforma- 
tion of the federal media into state-owned enterprises, 
which would eventually become joint-stock companies. 


in the conditions of a disintegration and blockade of the 
Yugoslav information system, the media founeed by the 
federal legislature—including the daily BORBA, the 
news agency TANJUG and Radio Yugoslavia—have 
become media of first-rate importance, as Federal Infor- 
mation Secretariat Secretary Darko Marin said today. 


Marin set out that an objective and comprehensive 
coverage of the events in the country, including reform 
measures, by the federal media would help Yugoslavia's 
integration into European and world processes. 


He underlined that professionalism, ethics, a market 
orientation and rationalization were the requirements 
which had to be met by the federal media. 


Marin: said that Yugoslavia had reserved a satellite 
channel via which the Yutel television chananel and 
Radio Yugoslavia would broadcast their programmes for 
abroad as of September |, 1991. 


Branislav Crncevic, a deputy from the Republic of 
Serbia, drew attention to a possible abuse of the federal 
media, especially Yutel, by the federal government for 
the promotion of the political goals of the alliance of 
reformist forces of Yugoslavia, initiated by Federal 
Prime Minister Ante Markovic. 
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Problems With Broadcast for Yugoslavia in 
Fraace 


LD1909155590 Belgrade TANJUG Domestic Service 
in Serbo-Croatian 1024 GMT 19 Sep 90 


[Text] Paris, 19 September (TANJUG)—Radio station 
Jugo Medija which, with TANJUG assistance, until 
recently used to transmit a daily broadcast in Serbo- 
Croat has rearranged its broadcasts during the past 
fortnight. Instead of being heard every morning the news 
from Yugoslavia can now be heard only on Saturday and 
Sunday. 

The decision of the (Allegre) radio station, which yielded 
its frequences for two hours every day to Jugo Medija, to 
cancel the daily Serbo-Croat broadcast has caused 
dismay among Yugoslavs in France who are sending 
petitions in a bid to preserve the program. 

The French station recently started to impose conditions 
on its cooperation with Jugo Medija, asking it to broad- 
Cast its program in French although this is not provided 
for in the existing agreement. Nor have the French 
authorities ever tried to impose such a condition. 
There are rumors that the (Allegre) radio station demand 
is the result of influence from quarters who may be 
bothered by the fact that the program is also open to 
various parties being formed in our country. 


Bosnia-Hercegovina Radio, TV Station Registered 
LD1809184190 Belgrade TANJUG Domestic Service 
in Serbo-Croatian 1334 GMT 18 Sep 90 


[Text] Sarajevo, 18 Sep (TANJUG)}—The Republican 
Committee for Information today registered the first 
private radio and television station in Bosnia- 
Hercegovina. Mirsad Ibric and Nikola Borota are its 
proprietors. 

Television Studio M, owned by Nikola Borota, and radio 
M, owned by Mirsad Ibric, should start broadcasting on 
1 November. Before then, the Federal Administration 
for Radio Communications should allocate it frequen- 
cies. The owners claim that Sarajevo Radio and Televi- 
sion has already allocated frequences for their radio and 
television station. 

“We will broadcast only music. We will not have current 
affairs programs,” Borota and Ibric announced. 


Bitola Radio, TV Programming Enhanced 
LD1109102590 Belgrade TANJUG Domestic Service 
in Serbo-Croatian 0037 GMT 11 Sep 90 


[Text] Bitola, 11 Sep (TANJUG)—Bitola, the second 
largest city in the Macedonia Socialist Republic, after 
Skopje, is well on the way in the very near future to 
becoming the headquarters of the second Macedonian 
Radio and Television center. The renovation and adap- 
tation of a three-story house in the city center, which is 
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the —— 00 6 available so that in the near future a 


{they run] from 1200 to 2000 hours [1000 GMT-18 0 
GMT]. The studio is equipped with its own radio link 
which enabies it to have direct and technically good links 
with Skopje Radio and TV and with all Yugoslav and 


Radio Bitola’s renovation and modernization is being 
finance by Bitola citizens’ voluntary contributions 
though an important part of expenditures are also cov- 
ered by work organizations from Macedonia and further 
afield, which for years have been advertising their prod- 
ucts and services on Radio Bitola. 

A total of 20 employees will work in Radio Bitola. Radio 
Bitola is also characterized by the fact that its transmitter 
is positioned at an altitude of 2,600 meters, on the 
summit of [Mount] Pelister, and by the fact that soon it 
will have as many as two specialized commercial broad- 
casts. 


New Equipment for Knin Radio Station 


LD1309165390 Belgrade TANJUG Domestic Service 
in Serbo-Croatian 1132 GMT 13 Sep 90 


[Text] Knin, 13 Sep (TANJUG)}—The reception of Ser- 
bian Radio Knin will soon improve in areas beyond the 
Knin municipality. Work siarted today in Knin on 
installing a new, 54-meter high ariel which will enable 
[words indistinct] responded to an appeal by Knin radio 
station. 


Thanks to technical assistance from Belgrade Radio, 
Knin Radio Station has recently acquired improved 
equipment, inclnding a sophisticated panel [words indis- 
tinct] is expected to obtain a live relay link. 


The future and development plans of Knin local radio 
station will soon be discussed by the Chamber of Asso- 
ciated Labor of the Knin Municipal Assembly. The 
possibility of Knin's own television program and a local 
daily will also be considered. 


In the meantime, the people of Knin will continue to 
tune to their local radio station as the only reliable source 
of information ir recent months. 
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ARGENTINA 


Menem Says Government ‘Inflexible’ on 
Privatization 


PY 1309215690 Buenos Aires BUENOS AIRES 
HERALD in English 13 Sep 90 p 1 


[Text] (DYN)}—President Carlos Menem said yesterday 
that his government would be “inflexible” when it comes 
to the guarantees established in the privatization of its 
public service utilities. Menem also warned that the 
process of “deregulation” of the national communica- 
tions network should become a “means and not an end.” 


Menem gave the keynote address at the inauguration of 
the 3rd National Satellite Symposium organized by the 
Argentine Chamber of Satellite Development and Appli- 
cation. In his speech the President stressed his govern- 
ment's interest in stimulating the search for new paths 
which would “reinsert Argentina into the fascinating 
world of communications.” 

In another part of his address Menem reaffirmed his 
government's committment to the deregulation process 
saying that “other countries have needed more time to 
overcome deep and painful crises and we, in a short time 
have done much, but we still have a ‘ot to do.” 


Illegal Operation of Television Channels Reported 


PY1209172090 Buenos Aires TELAM in Spanish 
2007 GMT 9 Sep 90 


[Quotation marks as published] 


[Text] Buenos Aires, 11 Sep (TELAM)—Afiter meeting 
with President Carlos Menem at Government House 
today, Alejandro Massot, head of the Association of 
Argentine Television and Radio Stations (ATA), said 
that the president “has promised” to investigate the 
charges that some 50 television channels are illegally 
operating.“ 

Massot told journalists that he conveyed to the president 
his “concern” of the appearance of those illegal channels, 
“which are creating the same irregular situation that has 
for a long time affected the radio broadcasting sector.” 


He admitted that the appearance of those stations “has 
been caused by the fact that society is not satisfied.” He 
objects to the fact that “this should result in the illegal 
use of the few available frequencies.” 


According to Massot, Menem promised to consider the 
issue and to issue instructions to the appropriate organs, 
especially to the federal committee for broadcasting 
(COMFER) and \. the communications undersecretariat. 


On behalf of the Business Commission of Independent 
Mass Media (CEMC1) [Comision Empresaria de Medios 
de Comunicacion Independientes}], Massot invited the 
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president to attend the opening ceremony of the annual 
CEMCI meeting, on a date that has not yet been set. 


Massot was accompanied by COMFER chairman Leon 
Guinsburg and communications under secretary Raul 
Otero, reported that Menem has accepted the invitation. 


BOLIVIA 


Parabolic Antenna Network Planned for National TV 


PY 1509033490 La Paz Radio Fides in Spanish 
2330 GMT 14 Sep 90 


[Text] Migration Under Secretary Jose Luis Paredes has 
announced that under the current government's sover- 
cignty plan for populating the country’s border areas, 
Interior Ministry and Entel [National Communications 
Enterprise] officials will meet next week to see how to 
implement installation of a parabolic antenna system 
around the country. He said the purpose is to keep the 
population informed of developments in Bolivia. 


[Begin Paredes recording] The national network of par- 
abolic antennas is a project sponsored by the vice pres- 
ident of the Republic. We will seek financing from the 
Italian and Spanish Governments, or any other govern- 
ment that wants to cooperate. The idea is to install 
parabolic antennas at various sites and in the country’s 
border areas so the population can watch the Bolivian 
channels and be informed about what is happening in 
our country. This is a very important project that should 
be implemented as soon as possible. To this effect, a 
meeting will be held next week between Entel officials 
and a group of experts to detail the project so financing 
can be sought. [end recording] 


CUBA 


Provincial Radio Station To Cut Broadcast Hours 


FL1109115290 Havana Radio Rebelde Network 
in Spanish 1126 GMT 11 Sep 90 


[Telephone report from Holguin Province by Ardenis 
Pablo on the “Haciendo Radio” program] 


[Excerpt] [passage omitted] A number of important 
measures to use energy more rationally are being applied 
by the Holguin Integral Communications Enterprise, 
including reducing the provincial radio network's broad- 
cast time by five hours a day. In addition, Radio Angulo 
will cease to go into network with municipal radio 
stations. 

These decisions mean that 52 megawatts of electricity 
will be conserved for the rest of the year. 


In addition, the workers of CMKO, Radio Angulo, have 
ratified their willingness to improve the quality of their 
programming in response to current needs. 
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Havana Notes Soviet Rejection of Radio Marti 
Office 


FL2109234390 Havana Radio Rebelde Network 
in Spanish 2317 GMT 21 Sep 9 


[From the “Exclusivo™ program] 


[Text] The Press Directorate of the Soviet Foreign Min- 
istry has said that no Radio Marti correspondent has 
been officially accredited to Moscow, as was recently 
announced in Miami by the director of the anti-Cuban 
radio station. 


(Karil Katavkin) said that his ministry is against the 
establishment of a Radio Marti office in Moscow, which 
would be financed by the U.S. Government and directed 
against Cuba. The official said that the stories sent to the 
anti-Cuban radio station by Soviet citizen (Yuriy 
Mitunov) and Colombian citizen Armando Perez have 
nothing to do with improving Soviet-U.S. relations, as 
was suggested by Rolando Borrachea, director of the 
worm radio station. 


(Mitunov) is known as a correspondent in Moscow press 
circles and as a Radio Libertad correspondent without 
official accreditation. (Mitunov) was expelled by Radio 
Moscow. He is also known as an active member of the 
Democratic Union, an anti-communis! group that 
emerged after the start of perestroyka. 


The Colombian, Armando Perez, is not known as a 
journalist, much less as a technical collaborator for 


foreign correspondents in Moscow. 
DOMINICAN REPUBLIC 


Modern Communications Station Inaugurated in 
Santiago 


FL2109173690 Santo Domingo Radio-Television 
Dominicana Radio Network in Spanish 1600 GMT 


21 Sep 90 


[Text] At a cost of $10 million, the most modern land 
station for voice transmissions by satellite was inaugu- 
rated in the Altos de Virella sector of Santiago. 


The keynote speech at the ceremony was made by Ernest 
Berry, executive vice president of the Dominican Tele- 
phone Company, while Father Carlos Rodriguez of the 
Santiago Archbishopric gave the invocation 


Berry said that the expansion and modernization of the 
communications network makes a significant contribu- 
tion to the country’s development. He highlighted the 
role of telecommunications in the socioeconomic devel- 


opment of peoples. 
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EL SALVADOR 


FMLN Protests Jamming of Radios Venceremos, 
Farabundo Marti 


PA2009173790 (Clandestine) Radio Venceremos 
in Spanish to El Salvador 0000 GMT 20 Sep 90 


[Farabundo Marti National Liberation Front (FMLN) 
bulletin, dated 19 September] 


[Text] The FMLN reports to the Salvadoran people, 
social organizations, political parties, ar 1 to inmterna- 
tional public opinion: 

1. Coinciding with the recent round of talks in San Jose, 
Costa Rica, Alfredo Cristiani’s regime and the Armed 
Forces have increased their jamming of FMLN radio 
broacasts. 


2. Despite agreements for the mutual respect of free 
expression of ideas, the regime has begun jamming 
Radio Venceremos and Radio Farabundo Marti FM 
broadcasts. 


3. We believe that the purpose of this jamming is to 
prevent Salvadorans from Icarning of the FMLN peace 
p-oposals and to prevent the people from learning about 
the alarming increase in murders and arrests of civilians 
by the Army, paramilitary and repressive units. 

4. The regine’s repeated behavior not only shows its 
clumsiness in handling ideas, but its extreme political 
shortcomings. The regime cannot tolerate our ideas, 
despite their huge machinery for psychological! aggres- 
sion and disinformation. 


5. We reject the regime's latest sample of totalitarian 
thinking and we demand that the jamming of our radio 
broadcasts cease. We call upon the people to reject this 
antidemocratic behavior. We call upon international 
public opinion to demand social justice from the Cris- 
tiani regime and the Armed Forces and for them to end 
their persecution of democratic ideas. 


[Signed] Farabundo Marti National Liberation Front. 19 
September 1990. 


PANAMA 


Journalism Law Experts Discuss Ownership of 
Country's Media 

PA1509040990 Panama City LA PRENSA in Spanish 
4 Sep 9 p ISA 


[“Special report for LA PRENSA” by Franklin Bosquez 
D'Giovanni] 


[Excerpts] When a dozen Panamanians met recently to 
discuss the future of the lows regulating journalism and 
the media in our country, they all agreed in many and 
varied fields, the sole exception being—as it has always 
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been—the determination of how and who will decide 
who is fit to practice journalism in Panama. 

Experts in various media participated in a two-day 
roundtable on journalistic legislati~n held at the Marnot 
Caesar Park Hotel. The roundtable was sponsored by the 
Central American Program of Journalism of Flonda 
International University (FIU). [passage omitted] 


In answer to a question on which media are currently in 
the hands of the state, National Media Director Edwin 
Cabrera said: 


With the exception of the Panama, Darien and Cocte 
Provinces, Radio Nacional has relay stations in the 
capitals of cach of our remaining provinces. Alonso 
Pinzon is the manager of what is still known as the State 
Radio System ‘SER). The government's decision on the 
future of Radio Nacional (whether it will remain as it 1s 
now or whether it will be sold or leased) ts still unknown. 
SER is part of the Presidency and if the radio system 
facilities are sold, the transaction will not include the 
transmission frequencies. 


Panavision Television, Channel 5. changed owners at the 
same pace as the presidents appointed by the military 
dictatorship were changed. The National Financial Cor- 
poration (COFINA), which is a government institution, 
seized a large part of this television station's equipment 
because the loans granted to Panavision, which totaled 
in the millions, “were never paid off.” The rest of the 
equipment is in the hands of the station's employees, 
who demand the payment of their labor benefits. 


The Catholic Church, as an organization like many 
others, has expressed its need to have a television station 
to disseminate its faith through television. It is known 
that there is foundation called FeTV presided over by 
Panama Archbishop Monsignor Marcos McGrath 
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The GACETA OFICIAL is owned by the state, but as is 
known, it is a paper that publishes laws, decrees, and 
regulations in a detailed 240 specific manner. 
Television Channel | |, an educational television station, 
1s also owned by the state but jomntly run by the Educa- 
tion Ministry and the National University of Panama. 
Its entire status is currently being revised because this 
station “was subject to political manipulation.” The 
Japanese Government, which sponsors Channel |!, has 
stated that if we want the Japanese technical cooperation 
to continue, the television station cannoit become a 
commercial station Alt present, n has been proposed that 
this station operate under a board of trustees in which 
the state would be a minonty member. 


There is no indication that Channel! 5 and Channel I! 
could be merged. 


VISAT, the company that haudies cable television im 
Panama, has also been run according to the criteria of 
the presidents appointed by the mulitary dictatorship. 
For that reason, this company's license and the license of 
Channel 14 (the cable television system of the US. 
Southern Command Armed Forces stationed in the 
Panama Canal area) have both been described as “cor- 
rupt.” Neither of these two frequencies “has ever been 
granted.” The legal representative of VISAT is Manuel 
Cohen Salerno. 


Channel 2 or Televisora Nacional (TVN) has had several 
legal representatives, because durirg the last few years it 
has faced situations similar to those experienced by 
VISAT and Channel! 5. It is known that the Peninsula 
Holding Company purchased the shares of this television 
station. Thus far, it has not been detected that the state 
invested money in this television station, although the 
final word on this will be given by the Comptroller 
General's Office. [passage omitted] 








. a financial divi- 
sions, and telecommunications, 
* payment collection in telecommunications divisions. 


Tindouf wilaya, which covers 159,000 square kilome- 


His 


, part of an overall strategy to combat regional 
imbaiances. Tindouf wilaya ranks first nationally in 
postal and telecommunications service. 


Indeed, while the 1990 national goal is one post office for 
every 9,000 inhabitants, Tindouf wilaya has one per 
4,080 inhabitants. Telephone availability is 8.95 lines 
per 100 inhabitants. 


The remarkable effort to open up the region involved 
laying a cable linking Tindouf to Bechar (802 km). 


The wilaya's telephone customers were then hooked up 
to the national and international dial-up network. The 
project, which was wholly funded by Algerian moncy, 
required large investments. Its maintenance however, 
which requires adequate resources (all-terrain vehicles, 
mobile radio, etc.), is continually monitored despite 
natural constraints and the great distances to be sur- 
veyed. 








In the wilaya seat, 18 public telephone booths have been 
put into service in densely populated neighborhoods. 
others are being installed to meet the needs of a socially 


The wilaya’s current infrastructure consists of four post 
offices, 19 telecommunications centers, and four gen- 
eral-channe! facilities. Large-scale projects have been 
initiated to upgrade it. 

The latter include a first-class main payment station, a 
lines and technical installations division, and a post 
office. The first two projects have already gotten under 
way. 


In addition, there are plans to build a post office and a 
satellite telecommunications station in cach of the 
border towns of Gara-Djebilet and Hassi-Mounir. The 
projects aim to end the isolation of border areas, which 
will have telephones and television broadcasts. 


A new underground telephone network has been built in 
the wilaya seat, where cable-laying is complete. 


To meet the demand for telephones, 2,700 lines have 
been distributed. This new project, slated to expand 
before the end of the year, is part of the program to 
renovate, modernize, and extend urban networks. 


The postal and telecommunications sector also has other 
important projects to its credit, among them the instal- 
lation of a telephone network in Oum El-Assel, a com- 
mune seat located 170 km from Tindouf. Telephone 
service is fully automated there Mants io the installation 
of a 200-line concentrator. 


Local postal and telecommunications officials are cur- 
rently still concerned with improving the quality of 

















“Voice of the Arabs’ Extends Transmissions 
NC2009192890 Cairo MENA in Arabic 1605 GMT 
20 Sep 90 


[Text] Cairo, 20 Sep (MENA)}—It has been decided to 
extend the transmission of “the Voice of the Arabs” 
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committee has also decided to allocate a new 
medium | and strong frequency to transmit 
the Nile Valley and Palestine broadcasts at the same 


The information minister said that it has also been 
decided that the general program [Cairo Domestic], 
which broadcasts 24 hours daily, will use highly powerful 
transmitters backed by 22 boosters to cover mew areas in 
the neighboring Arab regions including the Gulf area and 
Arab Maghreb states. Al-Sharif added that these 
decisions will be implemented as of this Saturday 
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Alexandria Television Experimental Transmission 


NC2309183390 Cairo MENA in Arabic 1725 GMT 
23 Sep 9 


[Text] Cairo, 23 Sep (MENA)}—Engincer Faruq 

head of radio radio engioneriag ia the Radio and Teavisien 
Union, has stated that the Alexandria Television— 
channel five—installations will be completed on 
Tuesday and that it will be ready for inauguration and 
for starting transmission during the October victory 
anniversary celebrations. 


Eng. ‘Amir suid that the Alexandria television will start 
experimental transmission in a few days, now that the 
new 175-meter- long tower imported from Austria has 
been set 9 by Egyptian engineers and technicians, using 
enormous cranes. 

He said that the television transmission station that has 
been imported from Japan has a 20-kilowatt effective 
radiant energy [qudrah Ish'a‘iyan mu‘sththirah) that is 
equivalent to 700 kilowatts, and that it will cover Ales- 
andra and al Buhayrah 
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Space 
Institute's Centre of Studies in Resources Engineering 
for the preparation of maps in six distr’ ‘s of the west 
coast region. The data collected by the IRS-1A was being 
used for this purpose, he said. 


Mr Mahalingam Easwaran (B. Tech. computer science 
and engineering) received the president of India medal 
for his i amongst all students 


outstanding performance jude' 
who had passed the B. Tech/M. Sc degree examination 
held in April this year. 


NEAR EAST & SOUTH ASIA 21 


9O0WD0668 Bombay THE TIMES OF INDIA 
in English 8 Aug 90 p 7 


[Text] New Dethi, 7 August (UNI}—The Union Cabinet 
has approved the propesal for the introduction of a new 


The step had been taken since there was no scheduled 
meeting of the cabinet in the lest 3 days. The ministry 
would now expedite action to bring this service into 
being as soon as possible. 


Telecommunications With Iran Resumed 24 Sep 
JIN2509114690 Amman AL-RA’Y in Are ic 
25 Sep 9 pl 


[Text] Amman, AL-RA'Y—Telecommunications 
between Jordan and the Islamic Republic of Iran were 
resumed yesterday, Sunday, after a break of almost 10 


years. 


This step falls in line with recent developments and with 
the recently improved ties between Iraq and iran in 
particular and between Iran and Arab states in general. 
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PAKISTAN 


Second Badr Satellite Planned for Launch 


BK 1109055590 Islamabad Domestic Service in Urdu 
1500 GMT 10 Sep 90 


[Text] After the successful experiment of the country’s 
first satellite Badr-1, Pakistan will launch its second 
satellite Badr-II into space within the next two years. 
Addressing a symposium on Pakistan's achievement in 
space technology in Lahore today, the Space and Upper 
Atmosphere Research Commission chairman, Dr. 
Mohammad Shafi Ahmad, said that very successful 
results have been achieved from Badr-l, adding that 
considerable information and data have been collected 


during its orbit in space. 


SAUDI ARABIA 


Television Extends Broadcasts to Kuwaiti Border 


LDi909224790 Riyadh SPA in Arabic 2145 GMT 
19 Sep 90 


[Text] Ra's al Kaffji [near the Kuwaiti border], 19 Sept. 
(SPA)}—Television transmission to the town of Ra’s 
al-Kafji has begun as part of the recently completed 

project designed to extend television broadcasts to all 
Tee af deo Eines cad teehee tee 


Brother viewers and listeners in the town of Ra's al-Kafji 
and neighboring areas can direct television aerials 
toward the town of Ra's al-Kafji to receive the first 
channel on 51 UHF and the second channel on 53 UHF. 
They also can receive Holy Koran Radio on 88.2 mHz 
and the second program on 97.8 mHz. Both are on the 
FM wavelength. 
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*‘Molniya-3’ Communication Satellite Launched 
LD2109080690 Moscow TASS International Service 
in Russian 0737 GMT 21 Sep 90 


[Text] Moscow, 21 Sep (TASS)}—In order to ensure the 
exploitation of a remote telephone and telegraph radio 
communication, relays of USSR Central Television pro- 
grams to the “Orbita’ network stations, and international 
cooperation, another communication satellite ‘Molniya- 
3° was launched by a ‘Molniya’ carrier rocket in the 
Soviet Union today. 


The satellite has been placed in an orbit with the 
following parameters: apogee 40,782 km in the northern 
hemisphere; and perigee 454 km in the southern hemi- 
sphere. The period of revolution of the satellite is 12 
hours 15 minutes, and orbital inclination 62.7 degrees. 


Communication sessions via the ‘Molniya-3° satellite 
will be carried out in accordance with a scheduled 
program. 


Estonia Airs ‘Alternative’ Independent Radio 
Station 

LD1409202290 Moscow TASS in English 2006 GMT 
14 Sep 90 


[By TASS correspondent Aleksandr Kharchenko] 


[Text] Tallinn September 14 TASS—Nadezhda (Hope) 
is the name of a new independent radio broadcasting 
station that has gone on the air in Estonia. 


People across the republic can tune in to the station in 
the morning and after working hours. Programmes are 
prepared by Intermovement activists, mainly Russian 
speakers residing in Estonia. 

“For all our openness and pluralism,” an Intermove- 
ment leader, Estonian People’s Deputy Yevgeniy Kogan, 
told TASS, “we have no access to mass information 
outlets here in the republic. We understand that we 
cannot go on living like that”. 


“We feel the need to conduct work among people whom 
some forces seek to mislead and split. This is why an 
alternative radio broadcasting station was needed so 
badly,” Kogan said. 


“The USSR Communications Ministry has allotted fre- 
quencies for us to go on the air. The USSR State 
Committee for Television and Radio Broadcasting has 
tentatively registered us as its branch,” Kogan said. 


New Kazakh News Agency Created 


LD1709133790 Moscow Domestic Service in Russian 
1100 GMT 17 Sep 90 


[Summary] A new Kazakh news agency called DANA 
PRESS has been registered today. The agency offers its 
consumers “objective information on international, 
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interregional, and interethnic links, on political eco- 
nomic social and spiritual life of the peoples and ethnic 
groups of the region”. DANA PRESS has also received 
the right to be part of the all-union information market. 


Russian Radio, TV Plans Disclosed 


LD1209131690 Moscow World Service in English 
1100 GMT 12 Sep 90 


[Text] The president of Russia's television and radio 
company, (Oleg Poptsov), has said that its chief task is a 
frontal breakthrough to democracy in the republic. he 
disclosed in a press interview that Russian radio would 
become fully operational as of 15 October and television 
as of | january. Some of the Moscow and Leningrad tv 
celebrities have expressed a wish to join Russia's televi- 
sion and radio company, which according to (Poptsov) 
will be likely to become a joint stock enterprise. 


Tome CORED SUS SUS SENS 
ws 


LD1209135390 Vilnius International Service in English 
2130 GMT 1' Sep 90 


[Commentary by Radio Vilnius correspondent Jonas 
Buarys] 


[Text] This week marks three important dates for 
Lithuania. Today, Lithuania celebrated the six-month 
anniversary of its declaration to restore independence. 
But if any champagne can be found it should be drunk 
judiciously, for its cost—of course cooperative prices— 
for a bottle are more than a week of pay. (?Of course), 
negotiations with Moscow are stalled before they even 
begun. On Wednesday, the two plus four talks begin in 
Moscow and demonstrations at the embassies of the 
United States, France, Britain, and the Germanies are 
expected to keep attention on these talks in hope that the 
borders of Lithuania, Latvia, and Estonia are not traded 
as bargaining chips to the Soviet Union in exchange for 
their agreement to unite the two Germanies under 
NATO. 


Later the same evening in Washington DC a third 
important event will be taking place shortly after James 
Baker and Eduard Shevardnadze close up the opening 
day of card playing, and it too concerns the issue of 
survival. A spokesperson for Radio Vilnius will address 
the International Broadcasters’ Conference, sponsored 
by the United Siates Voice of America. She will speak to 
the international broadcasting community, including 
representatives from Radio Moscow, about new draft 
laws under consideration in the Soviet Union, laws, 
which if enacted, would put an end to the very broadcast 
you are now hearing. 


While behind the scenes in Moscow Wednesday after- 
noon diplomats may play a part in Lithuania's future, 
quite out in the open bureaucrats in that same city are 
proposing laws which would prohibit radio broadcasts 
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by republic stations into regions other than their imme- 
diate area. For Radio Vilnius these laws, if passed, would 
limit foreign broadcasts to Poland, or perhaps Scandina- 
via, but no further. As most listeners already know, 
Radio Vilnius 1s broadcast through Moscow and the 
station in Vilnius has little control over the quality of the 
transmission or if the programming is broadcast at all. 


During the crisis this spring, particularly after the 
Soviets expelled foreign journalists from Lithuania, lis- 
teners reported the broadcast quality was poor and on 
many days virtually nonexistent. Even the suggestion of 
these new laws by Moscow is an insult to the profession 
of journalism and, like their intervention this spring into 
Lithuania with troops, tanks, and a continuing blockade, 
underscores that the glasnost and perestroyka hyped by 
Moscow is more air than substance. It is yet another 
example of the contradiction between what Moscow says 
it does and what ii actually does. 


The schedule of tomorrow's International broadcasters’ 
Conference includes speakers from Radio Moscow. Per- 
haps they too were coming to protest at the same news 
censorship laws proposed by their employer. 


For Radio Vilnius, this is Jonas Budrys. 


New ‘Community’ Television Program To Be 
Aired 29 Sep 

LD2209162390 Moscow GOVORIT I POKAZYVAYET 
MOSKVA in Russian 24 Sep 90 No 39 p 17 


[Text] “Community” Video channel Moscow Television 
Second Channei, | 100-1900 [0700-1500 GMT] Saturday 


29 September. 


In working out the new structure for broadcasting, the 
“Community” creative association is presenting for you 
an experimental channel. It will occpy eight hours of air 
time. Here is what Igor Arbuzov, deputy chief editor of 
the Chief Editorial Office of programs for the RSFSR, 
has to say about it: 


I think that not everyone is in a position to spend eight 
hours in front of the television screen indiscriminately. 
And I would like first of all to give you some reference 
marks. The four blocks of the prograin (cach two hours 
long) will be separated by news bulletins. They will 
combine news of the day and report of the week. You 
will learn about the most important events, it is pro- 
posed that correspondents working in various regions of 
the country will tell you about them. In particular, a 
telebridge will link the Ostankino Studio with Minsk. 


The first part of the bulletin will be informative and 
publicizing in character. Then, after a musical interlude, 
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a telebridge will link the regions of the Baltic, the 
Ukraine, and Central Asia. We would like to give this 
(second) part of the program (starting at 1300) the 
— ee on 


The third part of the program, starting at 1500, will have 
a live on-the-air meetung between two cities—Moscow 
and Alma-Ata. It will focus on an area of particular 
attention: the countryside and its autumn concerns. We 
know that this year tractors, combines, and trucks 
remained idle on many farms as a result of shortages of 
fuel, lubricants, spare par’s, and reapers. There were 
difficulties with transport. t.owever, “Bread Grain Must 
Be Saved, But How?” What must be done in order to 
avoid losses in future? This part of the program will be 
conducted by A.A. Maslennikov, head of the press 
service of the USSR Supreme Soviet. It includes a film 
“Leaseholder™ from the Amur Television Studio (about 
the peasant G. Aksenov from the village of Ovsyanka). 


The final two hours (1700-1900) is devoted to questions 
of history, culture, and morality. In particular, we will be 
talking about the secrets of the so-called Bolshevskiy 
House, where Marina Tsvetayeva spent some months 
after her emigration. 


In order to attract people of all ages to the screen we are 
preparing a musical section in the retrospective style. 


And finally, the chief personnage—the Man of the 
Month. We propose that this will be a major political 
figure. You will meet him at the start of the broadcast, 
then at the end he will reply to your questions (you will 
have the opporiunity to ask them by direct telephone 
line; we will give you the number). 


So that you do not find the program tiring (after all it is 
Saturday), we intend to include musical video clips, 
humoresques, and a short feature film. 


Our correspondents in the localities and television jour- 
nalists in the Union and autonomous republics will take 
part in the broadcast. 


Stepanakert TV Building Hit by Bomb Blast 
LD1509100390 Moscow TASS in Engiish 1008 GMT 
1S Sep 9 


[Text] Stepanakert September 15 TASS—A television 
and radio centre was blown up in Stepanakeri, the 
administrative centre of the Nagorno-Karabakh autono- 
mous region, on Friday night. 


According to preliminary reports, the bomb was planted 
in the centre's basement. No one was injured. The 
damage has been estimated at tens of thousands of 
rubles. 
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EUROPEAN AFFAIRS 


Vision 1250 HDTV Interest Group Funded 


90AN0397 Brussels TECH-EUROPE in English 
Aug-Sep 90 Section V pp 1-2 


{Article: “HDTV: ECU 12.7 million Budget for EEIG 
“Vision 1250") 


[Text] In order to produce equipment such as studio 
meterial and cameras for high-definition television 
(HDTV) films and broadcasts, the brand new European 
Economic Interest Grouping (EEIG) called Vision 1250 
is to be endowed with a budget of ECU 120 million for 
the period 1990-92, including ECU 12.7 million for 1991 
from the EEC Budget. 


“Vision 1250” was officially launched by Messrs Pan- 
dolfi and Dondelinger, European Commissioners for 
aga ete pay ty op et 
July in Strasbourg and is the first EEIG 

soamete the Basepenn GEDEV qutem (1,290 fase, 5 
images a second) elaborated by European industrialists 
under the EUREKA technology project “EU 95”. 


“Vision 1250": 16 Partners; ECU 120 Million 


A total of 16 companies, representing the various audio- 
visual sectors (industrialists, broadcasters, television sta- 
tions) are taking part in this European consortium. The 
16 companies which on |! July in Strasbourg joined the 
14 founder members are: BBC (UK), BHD TV (FRG), 
BSB (UK), BTS (FRG), France Telecom (France), Laser 
Creation (UK), Nokia (FRG), Philips (Netherlands), 
OFRT (France), RA! (Italy), SFP (France), Thames 
Television (UK), Thomson (France), Unitel (FRG), 
Bundespost (FRG), and TETE Vision (Spain). 


The EEIG is to be allocated roughly ECU 120 million for 
the period 1990-92, including ECU 12.7 million in 199! 
drawn from the EEC’s budget (in 1990, the Commis- 
sion’s financial contribution will come from the EEC's 
RACE [Research and Development in Advanced Com- 
munication Technologies in Europe] and ESPRIT [Euro- 
pean Strategic Program for RAD in Information Tech- 
nologies] programmes) and about ECU 40,000 as part of 
a oe a is 


HDTV in the Home After 1992 


Europe's HDTV system is due to appear in European 
homes, albeit on a small scale, after 1992, and, according 
to Fillipo Maria Pandolfi, should be operating on a 
major scale by 1995. Between now and then, it is 
proposed to conduct pilot projects, particularly during 
the Olympic Games in Albertville (Winter) and Barce- 
lona (Summer) in 1992 together with the World Exhibi- 
tion in Seville in the same year. These events will be 
covered by some 70 HDTV cameras and about a dozen 
vans will be fitted out for HDTV broadcasts. 
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Mr Dondelinger believes that there is no point in man- 
ufacturing equipment unless there are programmes. So 
the Commissioner in charge of the “artistic side” 
broadcasting warmly weicomes this EEIG, which brings 
equipment and programme producers around the same 
table. 
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Copernicus II Will Add GDR Telephone Links 


9OWT0137A Frankfurt/Main BLICK DURCH DIE 
WIRTSCHAFT 3 Aug 90 p & 


[Article by Wolfgang Engelhardt: “Copernicus’s Imme- 
diate Mission Is to Improve Meagre GDR Telephone 
Links”) 
, Text] Frankfurt, 2 August—With the smooth launch of 
the 37'h Anane rocket, which lifted the French TDF-2 
satellne and the companion German DFS-2 into their 
orbits, the European Anane might well have reaffirmed 
its position as the most successful satellite booster 


nicus satellite program has meanwhile taken on a com- 
pletely new role. 

Now the two orbiting electronic r!*y stations will be 
used to improve the extremely meagre telephone links 
between the FRG and the GDR. Because of their exper- 
imental nature, the Copernicus satellites are unfortu- 
nately not suited to serve the urgent need for private 
telephone links between the two parts of the country. 


The GDR also lacks the corresponding infrastructure of 
telephone lines. Dr. Heinz Uhlig, telecommunications 
director of the GDR postal ser ice explains: “Instead, 
the almost 2,000 two-way channels on the two Coper- 
nicus satellites will be leased principally to customers in 
industry and trade who have set up branches in the 
GDR, for DM5,000 per month.” 

The second Copernicus satellite ts identical in construc- 
tion to the first “German Communications Satellite” 
(DFS), launched on 6 June 1989, whose transponder is 
now being used principally for broadcasting radio and 
television programs. In light of current political devel- 
opments in Germany, DFS-2 will be employed mainly 
for sending telephone conversations and data transmis- 
sions between the FRG and the GDR. 


In addition, some satellite lines will be made available to 
radio and television broadcasters in both parts of the 
country for transmitting current reports. One channel on 
each of the two Copernicus payloads is reserved for 
technical experiments in the newly opened frequency 
band of 20/30 gigahertz. 


In its first year of operation DFS-1 has already surprised 
the experts with its extraordinarily good performance, 
which can be attributed primarily to the satellite's 3-axis 
orientation (which means the radio antennae as well) to 
the German target area, which has proven good beyond 
expectations. With a transmitting power of 54 dBW 
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[decibels referred to one watt}, gc od individual radio and 
television reception 1s possible even with small parabolic 
dishes of about 75 cm diame‘er, such as those used to 
receive the much more powerful direct-transmitting TV 


networks: 


—the expansion of the 900 telephone links that already 
exist between the FRG, the GDR, and Berlin to 1,800, 


—relaying two TV lines between the FRG, the GDR and 
Berlin in order to expand capacity and increase oper- 
ational reliability, 


mission services, with an extension into the GDR: 


vate user groups, 


—the experimental use of TV reporting lines on the new 
20/30 gigahertz frequency, 


—<continued development of data transmission tech- 
nology to support industry, trade, and commerce, 


—providing transmitting capacity for Telekom, the com- 
munications network of the FRG postal service, in 
order to bypass bottlenecks. 


So, on the one hand, the DFS satellite system will be 
employed in the event of capacity problems in the entire 
area of telecommunications services between the two 
parts of Germany and in Berlin. On the other, interest in 
broadcasting TV programs by way of the Copernicus 
satellites has grown considerably because of the good 
broadcast quality, so that transmission reception is good 
even with smaller dishes in corners of the GDR with 
poor reception. 


Franz Hiergeist of Telekom management at the Deut- 
sche Bundespost in Bonn reports: “In view of the rapidly 
growing need for powerful communications links, we are 
considering launching the third Copernicus satellite, 
which was originally intended to be a backup on the 
ground, as soon as possible.” 


The Copernicus satellite consists of a cube-shaped cen- 
tral body measuring about 2 meters along each edge. The 
directional antennae, between 50 and 200 cm in diam- 
eter, are mounted on the face plate, and their “transmit- 
ting cone” is beamed mainly at German territory and the 
surrounding countries. 


The attitude control system uses small steering jets and 
various sun and/or earth sensors as position references. 
Two large solar-cell paddles, with a span of 15.4 ms, with 
a generating capacity of 1,500 watts, supply the satellite 
with electrical power. Launch weight of the satellite is 








DFS Copernicus satellite project, which was commis- 


million went to the construction of the 3 identical 

Copernicus satellites and DM 300 million for the exten- 

sive ground segment with numerous 1 eceiving and trans- 
, ing * 


Deutschlandfunk, Radio Saxony to Expand Ties 
LD2009161890 East Berlin ADN International Service 
in German 1339 GMT 20 Sep 90 


[Text] Cologne (ADN)}—Deutschlandfunk and Radio 
Saxony are to expand their cooperation, Deutschland- 
funk announced today. The radio station in the future 
Land of Saxony, which has ainc ody taken over individual 


was the Day’ on weekdays in its new program, ‘Saxony 
2°. beginning 3 October. After midnight, Radio Saxony 
would also broadcast Deutschlandfunk's programs unti! 
0500. Beginning 2! September, Radio Saxony would 











broadcast, on a trial basis, | eutschlandfunk’s entire 
program on the VHF frequency 101.8 MHZ, from 
Oschatz. 


Deutschlandfunk and Radio Saxony have been working 
together on an editorial basis since | July 1980 [as 
received]. Deutschlandfunk is also granting technical aid 
for the further development of the radio station in the 
future Land of Saxony into a public radio corporation. 


EC Adopts Open Network, Services Directives 


9OAN0398 Brussels EC PRESS RELEASE in English 
No IP(90) 589, 17 Jul 90 pp i-3 


[Article: “Dawn of a New Era in European Telecommu- 
nications—Member States Notified of Two New Direc- 
tives™] 

[Text] The Community member states have now 
received formal notification of two directives in the 
telecommunications sector which mark the beginning of 
a new era in European telecoms and the creation of a 
single market in this sector. The two measures relate 
together. Liberalisation will for the first time open up 
unlimited opportunitites for the telecommunications 
industry, for business users and for the individual con- 
surner as the range of services expands, made possible on 
a Community basis by the harmonisation of use and 
access condition: 

The directives ae: 


* The open ne‘work provision (ONP) framework direc- 
tive, which facilitates access of private companies to 
the public networks and certain public telecommuni- 
cations se vices; 


* The Article 90 telecoms services directive, which 
establish: s the right for independent undertakings to 
offer nev services on ‘he telecommunications net- 
work. 


The ONP directive was adopted by the Council of 
Ministers ai its meeting on 28 June. The Article 90 
directive was a modification of the text agreed by the 
Commission in June 1989. The two should be seen in 
parallel. Until now, the provision of pan-European ser- 
vices has often been made impossible by the absence of 
harmonised technical interfaces, by divergent conditions 
of use or discriminatory tariff principles. The ONP 
directive lays down the principles for creating a Euro- 
pean market by harmonising technical interfaces, it 
outlines conditions for supply and usage, and proposes 
the harmonisation of tariff principles. Technical har- 
monisation will be achieved in close collaboration with 
the European Telecommunications Standards Institute 
(ETSI). 


The telecommunications industry has often found it 
difficult to provide new or alternative services on the 
existing national networks due to the existing monopoly 
rights which vary from country to country. The Article 
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90 directive limits the exclusive nights which can be 
given to the telecommunications monopolies, confining 
them to control of the basic network and voice tele- 
phony. This means that in future independent suppliers 
will have a guaranteed right of access to the national 
networks for new and services. This provi- 
sion takes immediate effect for all value-added services. 
The resale of leased line capacity may be restricted until 
the end of 1992. 


The Major Features of the ONP Directive 

1. Technical interfaces and service features will become 
the subject of European standards to be adopted by 
ETSI. These standards will in principle be of a voluntary 
nature. However, there is a presumption in favour of 
those who comply with the standard, i.c., service pro- 
viders complying with that standard will be able to offer 
their services throughout the whole European Commu- 
nity. This is an important incentive, but no obligation to 
apply the standard. 

2. If the working of this presumption in practice does not 
suffice to guarantee the interoperability of trans-frontier 
services within the Community, the Commission can 
make the reference to the standard in question manda- 
tory to the extent strictly necessary to ensure such 
interoperability and to improve freedom of choice for 
users. 

There will most probably not be any mandatory stan- 
dards for value-added services since the procedure men- 
tioned above was conceived for application to basic 
services such as packet-switched data transmission and 
the ISDN. 


3. Since the Commission will have to improve the 
freedom of choice for users when maki g the reference to 
a European standard mandatory, this will not prevent a 
company that offers services related to mandatory stan- 
dards Vso to offer other services. 

4. The ONP Directive is a “framework” directive, to be 

followed by directives on specific issues. In this context 

the Council decided on the work programme in the field 
of ONP for the next years. In particular, this programme 
provides that: 

¢ There will be specific O*' 
and voice telephony; 

¢ By i ‘anuary 1991, technical interfaces and services 
features concerning packet-switched data transmis- 
sion and the ISDN will be established and could be 
made mandatory according to the procedure men- 
tioned above, 

ONP conditions will be adopted in the form of recom- 

mendations by | July 1991 and | January 1992 for 

packet-switched data transmission and the ISDN respec- 
tively; 

* The Council will examine Commission proposals in 
1992 and thereafter by which the recommendations 
mentioned above would be transposed into direc- 
tives. 


* Uirectives tor leased lines 
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The Services Directive 


On 28 June 1989, the Commission had adopted a first 
draft of the Services Directive on the basis of Article 90(3) 
of the Treaty. However, the Commission postponed its 
entry into force so that the Council of Ministers would 
have sufficient time to adopt the Directive on Open 
Network Provision (the ONP Directive). Thus, the Com- 
mission wished to see the Services Directive entering into 
force on the same day as the ONP Directive. 

The basic concept of the Services Directive is as follows: 
The exclusive or special rights of the PTTs in the field of 
telecommunications services have to be abolished, with 
the exception of voice telephony and the network infra- 
structure. The Directive does not apply to the telex 
service and allows the member states to prohibit the 
simple resale of capacity of leased lines for a transitional 
period ending, in principle, on 31 December 1992. 


As soon as this Directive enters into force, private 
service providers will be able to offer value-added tele- 
communications services in competition with the PTTs 
throughout the European Community. From | January 
1993, they will also be able to offer basic service by way 
of the simple resale of capacity of leased lines. 


The basic thrust of the liberalization of basic data trans- 
mission services from ' January 1993 will be maintained. 
In addition, all valued-added services will be liberalized 
immediately upon the Directive's entering into force. 
At the meeting of the Council of Ministers of 7 
December 1989, the Commission accepted, as part of a 
global compromise, to modify certain aspects of the 
Services Directive as follows: 

1. The Commission may consider to prolong the transitory 
period during which the simple resale of capacity may be 
prohibited beyond 31 December 1992 up to | January 
1994 for individual member states whose network for 
packet-switched data transmission services is not yet suf- 
ficiently developed. 

2. The second change which the Commission accepted 
concerns the so-called “cahier de charges” (set of obliga- 
tions) that may, under certain conditions, be imposed by a 
member state on private service providers to the extent 
that this is necessary to safeguard the operation of services 
of general economic interest which have been entrusted to 
a public undertaking in the sense of Article 90(2) of the 
Treaty. Such a set of obligations can on.) be used in the 
field of basic packet—or circuit—-switches data transmis- 
sion and only if the activity of competing service providers 
risks to obstruct the performance of the particular tasks 
at gned « the national PTT in question. In all other 
instances, the of basic data transmission services 
will be free from | January 1993. 


It is provided that the Commission will scrutinize any set 
of obligations which a member state may want to propose. 
The member states will therefore have to notify their 
proposed sets of obligations at the planning stage by 30 
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tune 1992 so that the Commission can check on their 
compatibility with Community law before they will be 
implemented. 
3. The revised version of the Services Directive contains a 
review clause according to which the Commission will 
prone mete wef hy dye Fa the working of the 
the set of obligations with a view to 
Gstecmubne 
the Commission to take account of the technological 
change on the one hand and possible distortions of trade 
between member states on the other hand. 


EC Proposes Aid to East Europe 
90AN0339 Brussels EUROPE in English 15 Jun 90 p 8 


[Report: “Telecommunications/Central and East Europe: 
European Commission Proposes a Series of Actions To 
Prevent the Weakness of the Sector From Hindering 
Economic Development in These Regions of Europe”) 

[Text] Brussels, 14 June (EU)}—In addition to the two 
communications on cooperation in the area of science and 
technology, the first with third countries in general and the 
second with the countries of Central and Eastern Europe in 
particular, the European Commission has adopted a com- 
munication on cooperation with these same countries in 
the specific area of telecommunications. The Commission 
notes that in the particularly important telecommunica- 
tions sector, the weakness of Eastern and Central Europe. 
qualitatively as well as with regard to level of distribution, 
could considerably hinder efforts being made by these 
countries to achieve the change to a market economy. 


According to ITU sources, telephone use in these coun- 
tries was as follows in 1987: 


























Yugoslavia 2.7 
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In other words, Central and Eastern European countries 
are 20-25 years behind Western Europe. The delay is 
technological as well as related to telecom income levels, 











in 
—A⏑⏑—⏑ — 


Al present, certain countries have already formulated 
investment and modernization plans, such as Hungary 
(ECU 5.3 billion for the creation of 27 lines/100 inhab- 
itants in the year 2000) and Poland (ECU 13 billion to 


The Commission proposes in its communication a series 
of actions whose principles can be summarized as fol- 
lows: 

1. Immediate assistance in the area of sources of infor- 
mation, services and methods of access to information in 
order to “actively” encourage their exchange, 

2. Greater integration of these countries’ telecom net- 
works and services into the trans-European telecom 
system. The Commission suggests opening to these coun- 
tries the TEDIS Il programme and extending trans- 
European telecom services to them in areas such as 
health, transport, home-study courses, etc.; 


3. The promotion of trade and technology transfer 
through the establishment in these countries of “Europe 
Houses” which would encourage familiarity with the 
EC’s experience in these areas; 


4. Study of programmes and projects that are potentially 
eligible for financial aid from the EC and the Group of 24. 


EC Council's Open Network Provision Directive 
90AN0367 Luxembourg OFFICIAL JOURNAL OF 
THE EUROPEAN COMMUNITIES in English 

No L192, 24 Jul 90 pp 1-9 


[Article: “Council Directive: On the Establishment of 
the Internal Market for Telecommunications Services 
Through the Implementation of Open Network Provi- 
sion”) 


[Text] The Council of the European Communities, 
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Having regard to the Treaty establishing the European 
Economic Community, and in particular Article 100a 


Having regard to the proposal from the Commission, 
In cooperation with the European Parliament, 


Having regard to the opinion of the Economic and Social 
Committee, 


‘Whereas Article 8a of the Treaty stipulates that the 
internal market shall comprise an area without internal 
frontiers in which the free movement of services is 
ensured, in accordance with the provisions of the Treaty; 


Whereas the Commission submitted a Green Paper on 
the development of the common market for telecommu- 
nications services and equipment, dated 30 June 1987, 
and a communication on the implementation of that 
Green Paper up to 1992, dated 9 February 1988; 


Whereas the Council adopted on 30 June 1988 a resolu- 
tion on the development of the common market for 
telecommunications services and equipment up to 1992; 


Whereas the full establishment of a Community-wide 
market in telecommunications services will be promoted 
by the rapid introduction of harmonized principles and 
conditions for open network provision, 


Whereas, since situations diff.’ and technical and 
administrative constraints exist in the Member States, 
this objective should be realized in stages, 


Whereas the conditions of open network provision must 
be consistent with certain principles and must not 
restrict access to networks and services except for rea- 
sons of general public interest, hereinafter referred to as 
“essential requirements”; 


Whereas the definition and application of such princi- 
ples and essential requirements must take full account of 
the fact that any restrictions of the right to provide 
services within and between Member States must be 
objectively justified, must follow the principle of propor- 
tionality and must not be excessive in relation to the aim 
pursued; 


Whereas the conditions of open network provision must 
not allow for any additional restrictions on the use of the 
public telecommunications network and/or public tele- 
communications services except those :estrictions which 
may be derived from the exercise of special or exclusive 
rights granted by Member States and which are compat- 
ible with Community law, 


Whereas tariff principles should be clearly laid down to 
ensure fair and transparent conditions for all users; 


Whereas this entire Directive must be read in the light of 
Annex III which lays down a work programme for the 
first three years; 








process must also be open to all parties concerned and 
therefore sufficient time must be given for public com- 
ment; ' 


Whereas the Community-wide definition of harmonized 
technica’ interfaces and access conditions must be based 
on the definition of common technical specifications 
based on international standards and specifications; 


Whereas work to be undertaken in this area must take 
full account, inter alia, of the framework resulting from 
the provisions of Council Directive 83/189/EEC of 28 
March 1983 laying down a procedure for the provision of 
information in the field of technical standards and 
regulations, as last amended by Directive 88/182/EEC, 
Council Directive 86/361/EEC of 24 July 1986 on the 
initial stage of mutual recognition of type approval for 
Decision 87/95/EEC of 22 December 1986 on standard- 
ization in the field of information technology and tele- 
communications, 


Whereas the formal adoption on |2 February 1988 of the 
status of the European Telecommunications Standards 
Institute (ETSI) and of the associated internal rules has 
created a new mechanism for producing European tele- 
communications standards; 


Whereas the Council in its resolution of 27 April 1989 on 
standardization in the field of information technology 
and telecommunications supported the work of ETSI 
and invited the Commission to contribute to the 
coherent development of ETSI and lend it its support; 


Whereas the Community-wide definition and imple- 
mentation of harmonized network termination points 
establishing the physical interface between the network 
infrastructure and users’ and other service providers’ 
equipment will be an essential element of the overall 
concept of open network provision; 


Whereas Commission Directive 88/301/EEC of 16 May 
1988 on competition in the markets in telecommunica- 
tions terminal equipment requires Member States to 
ensure that users who so request are given access to 
network termination points-within a reasonable time 
period; 


Whereas one of the principal aims of the establishment 
of an internal market in telecommunications services 
must be the creation of conditions to promote the 
development of Europe-wide services: 
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Whereas, in the above mentioned resolution of 30 June 
1988, the Council considered the taking fully into 
account of the external aspects of Community measures 
on telecommunications to be a major policy goal: 


Whereas neither should this Directive address the ques- 
tion of communication via satellite for which, according 
to the above mentioned Council resolution of 30 June 
1988, a common position should be worked out; 


Whereas the Council, on the basis of a report which the 
Commission is to submit to the Euopean Parliament 


Article | 


other than that of the company, firm or natural person 
for whom the services are intended. 
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Ancie 2 
For the purposes of this Directive: 


1. “Telecommunications organizations” means public or 
private bodies, to which a Member State grants special or 
exclusive nghts for the provision of a public telecommu- 
munications services. 


For the requirements of this Directive, Member States 
shall notify the Cormmussion of the bodies to which they 
have granted special or exclusive mghts. 


2. “Special or exclusive nghts™ means the nghts granted 
by a Member State or a public authority to one or more 
public or private bodies through any legal. regulatory or 
administrative 


mination pomts by wire, by microwave, by optical 
means or by other electromagnetic means. 


4.—“Telecommunications services” means services 
whose provision consists wholly or partly in the trans- 
mission and routing of signals on a telecommunications 
network by means of telecommunications processes. 
with the exception of radio broadcasting and television. 


—"“Public telecommunications services” means tele- 
communications services whose supply Member 
States have specifically entrusted inter alia to one or 
more telecommunications organizations. 


5. “Network termination point™ means all p»ysical con- 
sections and thelr technical access apecifications which 
form part of the public telecommunications network and 
are necessary for access to and efficient communication 
through that public network. 


6. “Essential requirements” means the non-economic 
reasons in the general interest which may cause a 
Member State to restrict access to the public telecommu- 
nications network or public telecommunications ser- 
vices. These reasons are telecommunications services. 
These reasons are security of nctwork operations, main- 
tenance of network integrity and, in justified cases, 
interoperability of services and data protection 


Data protection may include protection of personal data. 
the confidentiality of information transmitted or stored 
as well as the protection of privacy, 


7. “Voice telephony” means the commercial provision 
for the public or direct transport of real-time speech via 
the public switches network or networks such that any 
user can use equipment connected to a network term:- 
nation poini to communicate with another user of equip- 
ment connected to another termination point. 


—Tarnff principles, 

11. “Technical specifications”, “standards’ and “termi- 
nal equipment” are given the same meaning for those 
terms as in Article 2 of Directive 86/361/EEC. 


2. Open network provision conditions must not restrict 
access to public telecommunications networks or public 
telecommunications services, except for reasons based 
on essential requirements, within the framework of 
Community law, namely: 

—Security of network operations;— Maintenance of nct- 
work integrity;—Inte: operability of services, in justi- 
fied cases; —Protection of data, as appropriate. 

In addition, the conditions generally applicable to the 

connection of terminal equipment to the network shall 

apply 








32 WEST EUROPE 


3}. Open network provision conditions may not allow for 
any additional restrictions on the use of the public 
telecommunications networks and/or public telecommu- 
nications services except the restrictions which may be 
derived from the exercise of special or exclusive mghts 
granted by Member States and which are compatible 
with Community law. 


4. The Council, ac’ ng in accordance with Article 100a of 
the Treaty, may, if necessary, modify the points set out 
im paragraphs | and 2. 


5. Without prejudice to the specific Directives provided 
for in Article 6 in so far as the application of the essential 
requirements referred te in paragraph 2 of this Article 
may cause a Member State to limit access to one of its 
public telecommunications networks or services, the 
rules for uniform application of the essential require- 
ments, in particular concerning the interoperability of 
services and the protection of data, shall be determined. 
where appropriate, by the Commission, in accordance 
with the procedure laid down in Article 10. 


Article 4 


|. Open network provision conditions shall be defined in 
stages under the procedure set out hereafter. 


2. Open network provision conditions shail concern the 
areas selected in accordance with the list in Annex |. 


The Council, acting in accordance with Article 100a of 
the Treaty, may, if necessary, modify this list. 


3. Using the list referred to in paragraph 2, the Commis- 
sion shall draw up a work programme each year, under 
the procedure laid down in Article 9. 


4. for the work programme referred to in paragraph 3, 
the Commission shall: 


a. Initiate detailed analysis, in consultation with the 
committee referred to in Article 9, and draw up reports 
on the results of this analysis; 


b. Invite, by publication of a notice to that effect in the 
Official Journal of the European Communities, public 
comment by all parties concerned on the reports on the 
detailed analysis provided for in subparagraph a. The 
period for submitting such comment shall be not less 
than three months from the date of publications of the 
said notice; 


c. Request, where appropriate, the European Telecom- 
munications Standards Institute (ETSI) to draw up Euro- 
pean standards, taking account of international stan- 
dardization as a basis for setting up, where required, 
within specified time limits, harmonized technical inter- 
faces and/or service features. In so doing, ETS! shall 
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coordinate, in particular, with the Joint European Stan- 
dards Institution CEN/CENELEC. 


d. Draw up proposals for open network provision con- 
ditions in accordance with Article 3 and with the open 
network provision reference framework described in 
Annex II. 


5. For 1990, 1991 and 1992 a work programme shall be 
drawn up in order to implement the guidelines in Annex 
Il. 

Article § 


1. Reference to European standards drawn up as a basis 
for harmonized technical interfaces and/or service fea- 
tures for open network provision according to Article 
4(4\\c) shall be published in the Official Journal of the 
European Communities as suitable for open network 
provision. 


2. The standards mentioned under paragraph | shall 
carry with them the presumption: 

a. That a service provider who complies with those 
standards fulfills the relevant essential requirements, 
and 


b. That a telecommunications organization which com- 
plies with those standards fulfills the requirement of 
open and efficient access. 


3. If the implementation of European standards within 
the meaning of Article 5(2) appears inadequate to ensure 
the interoperability of transfrontier services in one or 
more Member States, reference to European standards 
may be made compulsory under the procedure laid down 
in Article 10, to the extent strictly necessary to ensure 
such interoperability and to improve freedom of choice 
for users. The procedure provided for in this paragraph 
may in no way affect the implementation of Articles 85 
and 86 of the Treaty. 


4. Where a Member State or the Commission considers 
that the harmonized standards mentioned under para- 
graph | do not correspond to the objective of open and 
efficient access, in particular the basic principles and the 
essential requirements referred to in Article 3, the Com- 
mission or the Member State concerned shall bring the 
matter before the committee referred to in Article 9, 
giving the reasons therefore. The committee shall deliver 
an opinion without delay. 


5. In the light of the committee's opinion and after 
consultation of the standing committee set up by Direc- 
tive 83/189/EEC, the Commission shall inform the 
Member States whether or not it is necessary to w.th- 
draw references to those standards from the Official 
Journal of the European Communities. 











Article 8 


of those restrictions on the operation of the internal 


for under Article 100b of the Treaty. 

Article 9 

1. The Commission shall be assisted by a committee of a 
advisory nature composed of the representatives of the 


Member States and chaired by the representative of the 
Commission. 


The committee shall, in particular, consult the represen- 
tatives of the tclecommunications organizations, the 
users, the consumers, the manufacturers and the service 
providers. It shall lay down its rules of procedure. 


2. The representative of the Commission shall submit to 
the commitice a draft of the measures to be taken. The 
committee shall deliver :ts opimion on the draft, within a 
time limit which the chairman may lay down according 
to the urgency of the matter, if necessary by taking a 
vote. 


The opinion shall be recorded in the minutes; in addi- 
tion, each Member State shall have the right to ask to 
have its position recorded in the minutes. 

The Commission shall take the utmost account of the 
opinion delivered by the committee. It shall inform the 
committee of the manner in which its opinion has been 
taken into account. 
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Article 10 
1. Notwithstanding the provisions of Article 9, the 


com- 
4. If the measures envisaged are not im accordance with 
the opinion of the committee, or if no opinion is deliv- 


the texts of the provisions of national law which they 
adopt in the field governed by this Directive 
Article 12 

This Directive ts addressed to the Member States. 
Done at Luxembourg, 28 June 1990 

For the Council The President M. Geoghegan-Quinn 
ANNEX I 


Areas for Which Network Provision ( onditions 
May be Drawn Up in Accordance With Article 4 


Areas shoil be selected from the following list in accor. 
dance with the procedures laid down im Article 4 


1. Leased limes, 2. Packet. and circuit-ewitched data 
services, 3. Integrated Services Digital Network (ISDN), 
4. Voice telephone service, 5. Telex service. 6. Mobile 
services, as applicable. 
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of efficient tariff principles throughout the Commu- 
nity while ensuring a general service for all, 
—Tariffs must be transparent and must be properly 


— eRe Ow 
———— — 1 December 1992 


undertaken in 1990, 1991 Py pe 
4, 5 and 6 will implement the following prorities: 


1. Ac~otion of specific Directives pursuant to Article 6 
covering ‘~ased lines and the voice telephony service, 


2. Implementas.on by | January 1991 of harmonized 
technical interface. and/or service features for packet- 


accordance with the procedure set out in Article 53), 


3. Adoption by the Council by | July 1991, acting on a 


on Member States to ensure that at least one such service 
was provided on their territory. 


4. Adoption by the Council by | January 1992, acting on 
a proposal from the Commiussion, of a similar recom- 
mendation on ISDN. 
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5. Examination in 1992, with a view view to its adoption, on 


EC Evaluates Trans-European Network Project 
9OANO0391 Brussels EUROPE in English 
I Aug 90 pp 7-9 


[Article: “Transeuropean Networks/Commission 
Report: In Telecommunications, Progress Still Insuffi- 


cient To Create Real European Market—Analysis of 
Failings—Prc olems and Possible Solutions”) 


[Text] Brussels, 31 July 1990—In the intermediary 


pean Commission notes that it is essential for the 
capacity offered by telecommunication services and 
infrastructures to be adapted in due course to mect the 
ever-growing demand which will result from the suppres- 
sion of EC internal frontiers. The Commission feels that 
the impact of the internal market on the European 
cconomy and its competivity will depend io a large 
extent on the proper functioning of telematic networks. 
The implementation of the internal market will create 
new needs and these networks should make the exchange 
of necessary information pos uble: 
a Between Community institutions and national admin- 
istrations, b. National administrations amongst them- 
selves and within these administrations, and c. Between 
administrations and economic operators. 
The Commission quotes an cxample: The Agriculture 
Council of 26 June requested the setting up of a com- 
putcrised system for the exchange of information 
between veterinary services of the Member States in 
order to ensure enforcement of the EEC directive on 
veterinary and zootechnical inspections in intra- 
of live animals. Another example. 
ron exchange should be set up 
z3332383585858 
transactions to ensure the correct levying of VAT, when 
internal tax frontiers of the EC are lifted. 


The achievement of what the Commission considers as 
the central nervous system of the Single Market com- 
prises nevertheless certain difficulties. Due to the liber- 
alization process of telecommunications which is cur- 
rently in progress, the suppliers of services will not invest 
other than in profitable sectors, the main challenge is 
therefore to underline trans-European needs as soon as 
possible. Traffic within the Community today is still 
very limited in comparison with national traffic (on the 
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whole less than 10 percent) and it is difficult to have a 
clear picture of the outline of the European market 
which is being created. This is why, says the report, the 
trans-European telematic services have not exceeded the 
stage of limited bilateral agreements which are strictly 
minimum both as far as capacity and quality is con- 
cerned. These agreements complicate the establishment 
of trans-European services more than facilitating it as 
they settle difficulties with ad hoc remedies, frontier by 
frontier, which places almost insurmountable difficulties 
in the path of suppliers seeking to have access to the 
European market. The limited offer of trans-European 
services available and the unwieldiness and lack of 
uniformity in the administrative mechanisms puts a 
brake on the demand for such services as the user must 
meet costs which seem more considerable than the 
advantages expected from access to the Community 
market. 


The Commission proposes two complementary solutions 
to make the Trans-European services market more 


attractive: 


1. Reinforce EC action on availability so that the 
telematic systems networks be created as a superstruc- 
ture On existing national systems and interconnected in a 
reliable manner with them. These superstructures should 
function thanks to “single counters” capable of guaran- 
teeing, to suppliers of value-added services, the whole of 
the network's services throughout EC territory. For the 
Commission, the users of the traditional networks could 
set up such superstructures. The creation of a harmo- 
nized superstructure, however, by operators, will give 
rise to problems, in updating their cooperation, linked to 
competition rules, this being sometimes difficult to 
resolve. In the Commission's opinion an effort must be 
made to clarify the admissible solutions with respect to 
Community law. Another solution consists in the cre- 
ation, by European service companies, of these trans- 
European superstructures; 


2. Support the creation of a demand market for trans- 
boundary data exchange which would generate trans- 
Community traffic. The suppliers will only make “trans- 
European” investments if they are profitable. The 
Commission is aware that to be credible, support action 
should be backed by a real market proven to be in 
existence and developing, and not just on optimistic 
hopes which have not been put to the test. 


The Commission recalls that it has proposed the 
launching of a specific programme relating to the devel- 
opment of telematic systems of general interest having a 
budget of ECU 380 million over four years (1990-94). 
included in the third framework programme of R&D. 
The priorities of this specific programme cover the four 
main chapters of trans-European networks: communica- 
tion services, transport, healthcare and home-study 
training. 
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The chapter which is devoted to telecommunications 
raises problems and the remedies envisaged concern 
value added telecom services: 


1. Electronic Mail Services and Computerised Data 
Exchanges (CDE) 


a. Impact of The Internal Market. This service is the 
main communications tool to meet at least a part of the 
needs of public and private economic operators and for 
the management of the internal market. The Commis- 
sion notes that its supply is not yet sufficient at European 
level even if its expansion is considerable (annual user 
growth 180 percent) and should lead to fivefold growth 
in transboundary traffic each year until 1994. The elec- 
tronic mail service allows the of non-structured 
2 (ordinary documents) and structured CDE type 
ta. 


b. The Problems. There are not many problems con- 
cerning ordinary mail and the infrastructures which are 
already and which will be available towards the end of 
1991 should make it possible to absorb forecast trans- 
boundary traffic. The degree of standardisation of elec- 
tronic mail reached enables marketing of European 
products. There is, however, one drawback: interconnec- 
tion between national networks still raises two problems 
concerning: 

¢ user identification and 

* transboundary invoicing. 


The situation is less satisfactory for CDE. According to 
the Commission, rapid action is necessary to evaluate 
needs and identify national systems in order to meet 
these needs. The main difficulties will be: 


* the choice of data, 

* the choice of format of electronic documents to be 
exchanged and 

¢ the adoption of common technical interfaces for the 
users of the same system. 


c. The solutions. The Commission is closely studying the 
setting up, by public telecom operators, of an agreement 

um on trans-European electronic mail fixing 
a coordinated calendar for implementation. The Euro- 
pean standardisation bodies should complete as soon as 
possible the final technical specifications to standardise 
the service. EC action, which is still to be increased 
according to the Commission, is based upon the fol- 
lowing programmes: INSIS [Interinstitutional Integrated 
Services Information System], STAR [Special Telecom- 
munication Action for Regional Development], and 
IMPACT [Information Market Policy Action]. With 
regard to CDE, the development of which is subordi- 
nated to the existence of a single counter (common 
subscription and invoicing throughout the EC), the 
TEDIS [Electronic Data Interchange Systems] pro- 
gras ime should give impetus to the development of the 
market as in the CADDIA [Automation of Data and 
Documentation in Imports/Exports and Agriculture] 
programme. 
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2. Videotex 


a. Impact of the Internal Market. The videotex has 
developed satisfactorily, but is nevertheless concentrated 
above all in France where 5.2 million terminals are 'n 
operation out of six million in the EC as a whole. There 
is considerable potential for p2n-European development, 
currentiy blocked by a certain number of problems. 


b. The Problems. Trans-boundary applications come 
against difficulties due to the incompatibility of three 
different technical norms and different national admin- 
istrative norms. Furthermore, the precise indications 
concerning the nature and importance of the trans- 
boundary market are for the most part inadequate and 
contribute to creating the wait situation currently pre- 
vailing in the EC. 

c. The Solutions. As it is not possible to achieve a 
common norm, the Commission recommends the setting 
up of a European superstructure which would manage 
the technical and administrative differences of the 
Videotex system. It would also be of interest to identify 
the applications for which intra-Community investment 
can be justified (European electronic annual, for exam- 
ple). 


3. Mobile Radiocommunications 


a. Impact of the Internai Market. The “explosion” of 
demand due to a substantial drop in price should con- 
tinue. 


b. The Problems. The situation is not satisfactory, 
believes the Commission, as, on one hand, the national 
systems are saturated and, on the other, the incompati- 
bility of technical choices carried out in the Member 
States constrains the user to possess as many different 
terminals as national services. The Commission fears 
that, in the face of the pressure of demand, certain 
Member States will be tempted to introduce services 
which have not been standardised at European level. 


c. The Solutions. Firstly, determine a Community intro- 
duction strategy for the different EC mobile systems and 
stimulate the production of relevant norms. This step 
must be accompanied by the adoption of legislative 
provisions covering the setting up of systems. There 
already exist several recommendations for the coordi- 
nated introduction of the next generation of services 
(radio telephone, radio messages, wireless telephone) 
and directives reserving common radio frequency bands 
for these services. Public operators have signed agree- 
ment protocols for the creation of harmonised pan- 
European systems available between major urban cen- 
tres as from 1991. 


4. The Offer of ISDN Services 


a. Impact of the Internal Market. The development of the 
pan-European ISDN is lagging somewhat behind, due in 
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part to the slow progress of the standardisation process 
at world level. However, there is already a proven 
demand for certain applications in the professional and 
consumer fields, and certain States have already started 
to offer ISDN services. 


b. The Problems. They are twofold: 


¢ insufficient availability of an adequate pan-European 
infrastructure 

e lack of reliable indications concerning future market 
prospects. 

c. The Solutions. Standardisation is underway within the 

European Telecommunications Standards Institute 

(ETSI). As regards the supply side, it is essential, 

according to the Commission, to make sure that national 

operators do not take initiatives anticipating future 

standardisation, which might then prove to be an 

obstacle to European harmonisation. 


5. Wide-Band Telecommunications Services 


a. Impact of the Internal Market. After the United States, 
Sasuke bs Gow expeltnaen 
area of high-speed and high-volume transmission. The 
demand for wide-band channels increased by 45 percent 
in 1989 and even by 100 percent for the upper-range. 
This demand comes mostly from researci: centres and 
major professional users. This demand is transnational 
in nature. It is probable that a progressive integration of 
television and telecommunications will be observed in 
the future. 


b. The Problems. The main one concerns the lack of an 
adequate European infrastructure. Trens-European ser- 
vices of advanced telecommunications have problems 
developing because of different national regulations and, 
in particular, the lack of a single outlet. The Commission 
notes nevertheless that suppliers whose financial origins 
are outside the Community already provide networks 
using leased lines. 

c. The Solutions For the Commission, the actions 
already undertaken must be continued: the promotion of 
cooperation between European operators in order to 


mea‘e available real advanced trans-European telecom- 
munications services. 


EC Directive on Competition in Services Market 


90AN0368 Luxembourg OFFICIAL JOURNAL OF 
THE EUROPEAN COMMUNITIES in English 
24 Jul 90 pp 10-16 


[Article: “Commission Directive on Competition in the 
Markets For Telecommunications Services”] 
[Text] The Commission of the European Communities, 


Having regard to the Treaty establishing the European 
Economic Community, and in particular Article 90(3) 
thereof, 
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Whereas: 


1. The improvement of telecommunications in the Com- 
munity is an essential condition for the harmonious 
development of economic activities and a competitive 
market in the Community, from the point of view of 
both service providers and users. The Commission has 
therefore adopted a programme, set out in its Green 
Paper on the development of the common market for 
telecommunications services and equipment and in its 
communication on the implementation of the Green 
Paper by 1992, for progressively introducing competi- 
tion into the telecommunications market. The pro- 
gtamme does not concern mobile telephony and paging 
services, and mass communication services such as radio 
or television. The Council, in its resolution of 30 June 
1988, expressed broad support for the objectives of this 
programme, and in particular the progressive creation of 
an open Community market for telecommunications 
services. The last decades have seen considerable tech- 
nological advances in the telecommunications sector. 
These allow an increasingly varied range of services to be 
provided, notably data transmission services, and also 
make it technically and economically possible for com- 
petition to take place between different service pro- 
viders. 


2. In all the Member States the provision and operation 
of telecommunications networks and the provision of 
related services are generally vested in one or more 
telecommunications organizations holding exclusive or 
special rights. Such rights are characterized by the dis- 
cretionary powers which the State exercises in various 
degrees with regard to access to the market for telecom- 
munications services. 


3. The organizations entrusted with the provision and 
operation of the telecommunications network are under- 
takings within the meaning of Article 90(1) of the Treaty 
because they carry on an organized business activity, 
namely the provision of telecommunications services. 
They are either public undertakings or private enter- 
prises to which the State has granted exclusive or special 
rights. 

4. Several Member States, while ensuring the perfor- 
mance of public services tasks, have already revised the 
system of exclusive or special rights that used to exist in 
the telecommunications sector in their countries. In all 
cases, the system of exclusive or special rights has been 
maintained in respect of the provision and operation of 
the network. In some Member States, it has been main- 
tained for all telecommunications services, while in 
others such rights cover only certain services. All 
Member States have cither themselves imposed or 
allowed their telecommunications administrations to 
impose restrictions on the free provision of telecommu- 
nications set vices. 


5. The granting of special or exclusive rights to one or 
more undertakings to operate the network derives from 
the discretionary power of the State. The granting by a 
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Member State of such rights inevitably restricts the 
provision of such services by other undertakings to or 
from other Member States. 


6. In practice, restrictions on the provision of telecom- 
munications services within the meaning of Article 59 to 
or from other Member States consist mainly in the 
prohibition on connecting leased lines by means of 
concentrators, multiplexers and other equipment to the 
switched telephone network, in imposing access charges 
for the connection that are out of proportion to the 
service provided, in prohibiting the routing of signals to 
or from third parties by means of leased lines or applying 
volume-sensitive tariffs without economic justification 
or refusing to give service providers access to the net- 
work. The effect of the usage restrictions and the exces- 
sive charges in relation to net cost is to hinder the 
provision to or from other Member States of such 
telecommunications services as: 
¢ Services designed to improve telecommunications 
funcuuons, ¢.g., conversion of the protocol, code, 
format or speed, 


* Information services providing access to data bases, 
¢ Remote data-processing services, 


* Message storing and forwarding services, e.g., elec- 
tronic mail, 

¢ Transaction services, ¢.g., financial transactions, elec- 
tronic commercial data transfer, teleshopping and 
telereservations, 


¢ Teleaction services, ¢.g., telemetry and remote moni- 
toring. 

7. Articles 55, 56, and 66 of the Treaty allow exceptions 
on non-economic grounds to the freedom to provide 
services. The restrictions permitted are those connected, 
even occasionally, with the exercise of official authority, 
and those connected with public policy, public security, 
or public health. Since these are exceptions, they must be 
interpreted restrictively. None of the telecommunica- 
tions services is connected with the exercise of official 
authority involving the right to use undue powers com- 
pared with the ordinary law, privileges of public power 
or a power of coercion over the public. The supply of 
telecommunication services cannot in itself threaten 
public policy and cannot affect public health. 


8. The Court of Justice case law also recognizes restric- 
tions on the freedom to provide services if they fulfill 
essential requirements in the general interest and are 
applied without discrimination and in proportion to the 
objective. Consumer protection does not make it neces- 
sary to restrict freedom to provide telecommunications 
services since this objective can also be attained through 
free competition. Nor can the protection of intellectual 
property be invoked in this connection. The only essen- 
tial requirements derogating ‘rom Article 59 which could 
jastify restrictions on the use of the public network are 
the maintenance of the integrity of the network, security 
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of network operations and, ix. justified cases, interoper- 
ability and data protection. The restrictions imposed, 
however, must be adapted to the objectives pursued by 
these legitimate requirements. Member States will have 
to make such restrictions known to the public and notify 
them to the Commission to enable it to assess their 
proportionality. 

9. In this context, the security of network operations 
means ensuring the availability of the public network in 
case of emergency. The technical integrity of the public 
network means ensuring its normal operation and the 
interconnection of public networks in the Community 
on the basis of common technical specifications. The 
concept of interoperability of services means complying 
with such technical specifications introduced to increase 
the provision of services and the choice available to 
users. Data protection means measures taken to warrant 
the confidentiality of communications and the protec- 
tion of personal data. 


10. Apart from the essential requirements which can be 
included as conditions in the licensing or declaration 
procedures, Member States can include conditions 
regarding public-service requirements which constitute 
objective, non-discriminatory and transparent trade reg- 
ulations regarding the conditions of permanence, avail- 
ability, and quality of the service. 


11. When a Member State has entrusted a telecommu- 
nications organization with the task of providing packet 
or circuit switched data services for the public in general 
and when this service may be obstructed because of 
competition by private providers, the Commission can 
allow the Member State to impose additional conditions 
for the provision of such a service, with respect also to 
geographical coverage. In assessing these measures, the 
Commiussion in the context of the achievement of the 
fundamental objectives of the Treaty referred to in 
Article 2 thereof, including that of strengthening the 
Community's economic and social cohesion as referred 
to in Article 130a, will also take into account the 
situation of those Member States in which the network 
for the provision of the packet or circuit switched 
services is not yet sufficiently developed and which 
could justify the deferment for these Member States until 
| January 1996 of the date for prohibition on the simple 
resale of leased line capacity. 


12. Article 59 of the Treaty requires the abolition of any 
other restriction on the freedom of nationals of Member 
States who are established in a Community country to 
provide services to persons in other Member States. The 
maintenance or introduction of any exclusive or special 
right which does not correspond to the above mentioned 
criteria is therefore a breach of Article 90 in conjunction 
with Article 59. 


13. Article 86 of the Treaty prohibits as incompatible 
with the common market any conduct by one or more 
undertakings that involves an abuse of a dominant 
position within the common market or a substantial part 
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of it. Telecommunications organizations are also under- 
takings for the purposes of this Article because they carry 
oul economic activities, in particular the service they 
provide by making telecommunications networks and 
services available to users. This provision of the network 
constitutes a separate services market as it is not inter- 
the competitive environment in which the network and 
the telecommunications services are provided is homo- 
eS ee ee eee 
uate the power held by the organizations providing the 
services on these territories. The territories of the 
Member States constitute distinct geographical markets. 
This is essentially due to the existing difference between 
the rules governing conditions of access and technical 
operation, relating to the provision of the network and of 
such services. Furthermore, each Member State market 
forms a substantial part of the common market. 


14. In each national market the telecommunications 
organizations hold individually or collectively a domi- 
nant position for the creation and the exploitation of the 
network because they are the only ones with networks in 
each Member State covering the whole territory of those 
States and because their governments granted them the 
exclusive right to proð ie this network either alone or in 
conjunction with other organizations. 

15. Where a State grants special or exclusive rights to 
provide telecommunications services to organizations 
which already have a dominant position in creating and 
operating the network, the effect of such rights is to 
strengthen the dominant position by extending it to 
services. 


16. Moreover, the special or exclusive rights granted to 
telecommunications organizations by the State to pro- 
vide certain telecommunications services mean such 
organizations: 

a. Prevent or restrict access to the market for these 
telecommunications services by thei: competitors, thus 
limiting consumer choice, which is liable to restrict 
technological progress to the detriment of consumers, 


b. Compel network users to sue the services subject to 
exclusive rights, and thus make the conclusion of net- 
work utilization contracts dependent on acceptance of 
supplementary services having no connection with the 
subject of such contracts. 


Each of these types of conduct represents a specific abuse 
of a dominant position which is likely to have an 
appreciable effect on trade between Member States, as 
all the services in question could in principle be supplied 
by providers from other Member States. The structure of 
competition within the common market is substantially 
changed by them. At all events, the special or exclusive 
rights for these services give rise to a situation which is 
contrary to the objective in Article Mf) of the Treaty, 
which provides for the institution of a system ensuring 
that competition in the common market is not distorted, 
and requires a fortiori that competition must not be 
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eliminated. Member States have an obligation under 
Article 5 of the Treaty to abstain from any measure 
which could ize the attainment of the objectives 
of the Treaty, including that of Article (f). 


17. The exclusive rights to telecommunications services 
granted to public undertakings or undertakings to which 
Member States have granted special or exclusive rights 
for the provision of the network are incompatible with 
Article 90(1) in conjunction with Article 86. 


18. Article 90(7) of the Treaty allows 


or in fact, of the particular task assigned to the telecom- 
munications organizations. This task consists in the 
provision and exploitation of a universal network, i.e., 
provided to any service provider or user upon request 
within a reasonable period of time. The financial 
resources for the development of the network still derive 
mainly from the operation of the telephone service. 
Consequently, the opening-up of voice telephony to 
competition could threaten the financial stability of the 
telecommunications organizations. The voice telephony 
service, whether provided from the present telephone 
network or forming part of the ISDN service, is currently 
also the most important means of notifying and calling 
up emergency services in charge of public safety. 


19. The provision of leased lines forms an essential part 
of the telecommunications organizations’ tasks. There is 
at present, in almost all Member States, a substantial 
difference between charges for use of the data transmis- 
sion service on the switched network and for use of 
leased lines. Balancing those tariffs without delay could 
jeopardize this task. Equilibrium in such charges must be 
achieved gradually between now and 31 December 1992. 
In the meantime it must be possible to require private 
operators not to offer to the public a service consisting 
merely of the resale of leased line capacity, i.e., including 
only such processing, switching of data, storing, or 
protocol conversion as is necessary for transmission in 
real time. The Member States may therefore establish a 
declaration system through which private operators 
would undertake not to engage in simple resale. How- 
ever, no other requirement may be imposed on such 
operators to ensure compliance with this measure. 


20. These restrictions do not affect the development of 
trade to such an extent as would be contrary to the 
interests of the Community. Under these circumstances, 
these restrictions are compatible with Article 90(2) of the 
Treaty. This may also be the case as regards the measures 
adopted by Member States to ensure that the activities of 
private service providers do not obstruct the public 
switched-data service. 


21. The rules of the Treaty, including those on competi- 
tion, apply to telex services, however, the use of this 
service is gradually declining throughout the Commu- 
nity owing to the emergence of competing means of 
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telecommunications such as telefax. The abolition of 
current restrictions on the use of the switched telephone 
network and leased lines will allow telex messages to be 
retransmitted. In view of this particular trend, an indi- 
vidual approach is necessary. Consequently, this Direc- 
tive should not apply to telex services. 

22. The Commission will in any event reconsider in the 
course of 1992 the remaining special or exclusive rights 
on the nrovision of services taking account of technolog- 
wcai Gevelopment and the evolution towards a digital 
infrastructure. 

23. Member States may draw up fair procedures for 
without prejudice to the harmonization of the latter at 
Community level within the framework of the Council 
Directives on open network provision (ONP). As regards 
data-switching, Member States must be able, as part of 
such procedures, to require compliance with trade regu- 
lations from the standpoint of conditions of perma- 
nence, availability and quality of the service, and to 
include measures to safeguard the task of general eco- 
nomic interest which they have entrusted to a telecom- 
munications organization. The procedures must be 
based on specific objective criteria and be applied 
without discrimination. The criteria should in particular 
be justified and proportional to the general interest 
objective, and be duly motivated and published. The 
Commis: on mv ui be able to examine them in depth in 
the light «the rules on free competition and freedom to 
provide services. In any event, Member States that have 
not notified the Commission of their planned licensing 
criteria and procedures within a given time may no 
longer impose any restrictions on the freedom to provide 
data transmission services to the public. 


24. Member States should be given more time to draw up 
general rules on the conditions governing the provision 
of packet- or circuit-switched data services for the 
public. 


25. Telecommunications services should not be subject 
to any restriction, either as regards free access by users to 
the services, or as regards the processing of data which 
may be carried out before messages are transmitted 
through the network or afier messages have been 
received, except where this is warranted by an essential 
requirement in proportion to the objective pursued. 


26. The digitization of the network and the technological 
improvement of the terminal equipment connected to it 
have brought about an increase in the number of func- 
tions previously carried out within the network and 
which can now be carried out by users themselves with 
increasingly sophisticated terminal equipment. It is nec- 
essary to ensure that suppliers of telecommunication 
services, and notably suppliers of telephone and packet 
or circuit-switched data transmission services enable 
operators to use these functions. 


27. Pending the establishing of Community standards 
with a view to an open network provision (ONP), the 
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technical interfaces currently in use in the Member 
States should be made publicly available so that firms 
wishing to enter the markets for the services in question 
can take the necessary steps to adapt their services to the 
technical characteristics of the networks. If the Member 
States have not yet established such technical interfaces, 
they should do so as quickly as possible. All such draft 
measures should be communicated to the Commission 
in accordance with Council Directive 83/189/EEC, as 
last amended by Directive 88/182/EEC. 


28. Under national legislation, telecommunications 
organizations are generally given the function of regu- 
lating telecommunications services. particularly as 
regards licensing, control of type-approval and manda- 
tory interface specifications, frequency allocation and 
monitoring of conditions of use. In some cases, the 
legislation lays down only general principles governing 
the operation of the licensed services and leaves it to the 
telecommunications organizations to determine the spe- 
cific operating conditions. 


29. This dual regulatory and commercial function of the 
tclecommunications organizations has a direct impact 
on firms offering telecommunications services in com- 
petition with the organizations in question. By this 
bundling of activities, the organizations determine or, at 
the very least, substantially influence the supply of 
services offered by their competitors. The delegation to 
an undertaking which has a dominant position for the 
provision and exploitation of the network, of the power 
to regulate access to the market for telecommunication 
services constitutes a strengthening of that dominant 
position. Because of the conflict of interests, this is likely 
to restrict competitors’ access to the markets in telecom- 
munications services and to limit users’ freedom of 
choice. Such arrangements may also limit the outlets for 
equipment for handling telecommunications messages 
and, consequently, technological progress in that field. 
This combination of activities therefore constitutes an 
abuse of the dominant position of telecommunications 
organizations within the meaning of Article 86. If it is 
the result of a State measure, the measure is also incom- 
patible with Article 90(1) in conjunction with Article 86. 


30. To enable the Commission to carry out effectively 
the monitoring task assigned to it by Article 90(3), it 
must have available certain essential information. That 
information must in particular give the Commission a 
clear view of the measures of Member States, so that it 
can ensure that access to the network and the various 
related services are provided by each telecommunica- 
tions organization to all its customers on non- 
discriminatory tariff and other terms. Such information 
should cover: 


* Measures taken to withdraw exclusive rights pursuant 
to this Directive, 


* The conditions on which licenses to provide telecom- 
munications services are granted. 
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The Commission must have such information to enable 
it to check, in particular, that all the users of the network 
and services, including telecommunications organiza- 
tions where they are providers of services, are treated 
equally and fairly. 


31. The holders of special or exclusive rights to provide 
telecommunications services that will in future be open 
to competition have been able in the past to impose 
long-term contracts on their customers. Such contracts 
would in p actice limit the abi'ity of any new competi- 
tors to oſſe their services to such customers and of such 
customers _» benefit from such services. Users must 
therefore be iven the right to terminate their contracts 
within a rea: »nable length of time. 


32. Each Mer. ber State at present regulates the supply of 
telecommunications services according to its own con- 
cepts. Even the definition of certain services differs from 
one Member State to another. Such differences cause 
distortions of competition likely to make the provision 
of cross-frontier telecommunications services more dif- 
ficult for economic operators. This is why the Council, in 
its resolution of 30 June 1988, considered that one of the 
objectives of a telecommunications policy was the cre- 
ation of an open Community market for telecommuni- 
Ca.ions services, in particular through the rapid defini- 
tion, in the form of Council Directives, of technical 
conditions, conditions of use and principles governing 
charges ior an open network provision (ONP). The 
Commission has presented a proposal to this end to the 
Council. Harmonization of the conditions of access is 
not however the most appropriate means of removing 
the barriers to trade resulting from infringements of the 
Treaty. The Commission has a duty to ensure that the 
provisions of the Treaty are applied e'fectively and 
comprehensively. 


33. Article 90(3) assigns cleariydefined duties and 
powers to the Commission to monitor relations between 
Member States and their public undertakings and under- 
takings to which they have granted special or exclusive 
rights, particularly as regards the removal of obstacles to 
freedom to provide services, discrimination between 
nationals of the Member States and competition. A 
comprehensive approach is necessary in order to end the 
infringements that persist in certain Member States and 
to give clear guidelines to those Member States that are 
reviewing their legislation so as to avoid further infringe- 
ments. A Directive within the meaning of Article 90(3) 
of the Treaty is therefore the most appropriate means of 
achieving that end, 


Has adopted this directive: 
Article | 


1. For the purposes of this Directive: 


* “Telecommunications organizations” means public 
or private bodies, and the subsidiaries they control, to 
which a Member State grants special or exclusive 
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rights for the provision of a public telecommunica- 
tons services, 

* “Special or exclusive rights” means the rights granted 
by a Member State or a public authority to one or 
more public or private bodies through any legal, 

administrative 


regulatory or instrument reserving 
them the right io provide a service or undertake an 
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termination points, enabling any user to use equip- 
ment connected to such a network termination point 
in order to communicate with another termination 


point, 


* “Simple resale of capacity” means the commercial 
provision on leased lines for the public of data trans- 
mission as a separate service, including only such 
switching, processing, data storage or protocol con- 
version as is necessary for transmission in real time to 
and from the public switched network. 


2. This Directive shall not apply to telex, mobile radio 
telephony, paging and satellite services. 
Article 2 


Without prejudice to Article 1(2), Member States shall 
withdraw all special or exclusive rights for the supply of 
telecommunications services other than voice telephony 
and shall take the measures necessary to ensure that any 
operator is entitled to supply such telecommunications 
services. 


Member States which make the supply of such services 


that the conditions for the grant of licenses are objective, 
non-discriminatory and transparent, that reasons are 
given for any refusal, and that there is a procedure for 
appealing against any such refusal. 


Without prejudice to Article 3, Member States shall 
inform the Commission no later than 31 December 1990 
of the measures taken to comply with this Article and 
shall inform it of any existing regulations or of plans to 
introduce new licensing procedures or to change existing 
procedures. 


Article 3 


As regards packet- or circuit-switched data services, 
Member States may, until 31 December 1992, under the 
authorization procedures referred to in Article 2, pro- 
hibit economic operators from offering leased line 
capacity for simple resale to the public. 

Member States shall, no later than 30 June 1992, notify 
to the Commission at the planning stage any licensing or 
declaration procedure for the provision of packet- or 
circuit-switched data services for the public which are 
aimed at comphance with 


¢ Essential requirements, or 
* trade regulations relating to conditions of perma- 
nence, availability and quality of the service, or 


* measures to safeguard the task of general economic 
interest which they have entrusted to a telecommun:- 
cations organization for the provision of switched 
data services, if the performance of that task is likely 
to be obstructed by the activities of private service 
providers. 
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The whole of these conditions shall form a set of public- 
service specifications and shall be objective, non- 
discriminatory and transparent. 


Member States shall ensure, no later than 31 December 
1992, that such licensing or declaration procedures for 
the provision of such services are published. 


Before they are implemented, the Commission shall 
verify the compatibility of these projects with the Treaty. 
Article 4 

Member States which maintain special or exclusive 
rights for the provision and operation of public telecom- 
munications networks shall take the necessary measures 


to make the conditions governing access to the networks 
objective and non-discriminatory and publish them. 


In particular, they shall ensure that operators who so 
request can obtain leased lines within a reasonabir 
period, that there are no restrictions on their use other 
than those justified in accordance with Article 2. 


Member States shall inform the Commission no later 
than 31 December 1990 of the steps they have taken to 


Each time the charges for leased lines are increased, 
Member States shall provide information to the Com- 
mission on the factors justifying such increases. 


Article 5 


Without prejudice to the relevant international agree- 
ments, Member States shall ensure that the characteris- 
tics of the technical interfaces necessary for the use of 
public networks are published by 31 December 1990 at 
the latest. 


Member States shall communicate to the Commission, 
in accordance with Directive 83/189/EEC, any draft 
measure drawn up for this purpose. 


Article 6 


Member States shall, as regards the provision of telecom- 
munications services, and existing restrictions on the 
processing of signals before their transmission via the 
public network or after their reception, unless the neces- 
sity of these restrictions for compliance wiih public 
policy or essential requirements is demonstrated. 
Without prejudice to harmonized Community rules 
adopted by the Council on the provision of an open 
network, Member States shall ensure as regards services 
tions that there is no discrimination either in the condi- 
tions of use or in the charges payable. 


Member States shall inform the Commission of the 
measures taken or draft measures introduced in order to 
comply with this Article by 31 December 1990 at the 
latest. 
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Article 7 
Member States shall ensure that from 1 July 1991 the grant 


They shall inform the Commission of the measures taken 
or draft measures introduced to that end no later than 31 
December 1990. 


Article 8 

Member States shall ensure that as soon as the relevant 
special or exclusive mghts have been withdrawn, telecom- 
munications organizations make it possible for customers 
bound to them by a contract with more than one year to 
run for the supply of telecommunications services which 
was subjeci to such a right at the time it was concluded to 
terminate the contract at six months’ notice. 

Article 9 

Member States shal! communicate to the Commission the 
necessary information to allow it to draw up, for a period 
of three years, at the end of each year, an overall report on 
the application of this Directive. The Commission shall 
transmit this report to the Member States, the Council, the 
European Parliament and the Economic and Social Com- 
mittee. 


Article 10 
In 1992, the Commission will carry out an overall 


assessment of the situation in the telecommunications 
sector in relation to the aims of this Directive. 


In 1994, the Commission shall assess the effects of the 
measures referred to in Ari cle 3 in order to see whether 
any amendments need to be made to the provisions of that 
Article, particularly in the light of technological evolution 
and the development of trade within the Community. 
Article 11 

This Directive is addressed to the Member States. 
Done at Brussels, 28 June 1990. 


For the Commission Leon Brittan Vice-President 


FRG, France To Invest in European Telephone 
Systems 

LD1809194290 Hamburg DPA in German 1805 GMT 
18 Sep 90 


[Text] Paris (DPA/VWD)—The telephone companies of 
the Federal Republic of Germany and France, Deutsche 
Bundespost's Telekom and France Telecom, are to found a 
joint enterprise which is to invest in the telephone systems 
of the countries of Central and Eastern Europe. The 
French Posts Ministry announced on Tuesday that a 


genuine industrial partnership 1s planned. 
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As far as possible, the joint subsidiary is to sell not only 
radio telephones and other products in the former 
socialist states, but also is o take over telephone systems 
which are going to be privatized. The GDR is not a part 
of the envisaged new market. The telephone systems of 
practically all the CEMA states are completely outdated 
and inadequate. 


Firms To Promote T 
Major 0 elephone 


9OAN0396 Brussels TECH-EUROPE in English 
Aug-Sep 90 Section V p 1 


[Article: “Telecommunicatiors: Alliance Between Five 
Private European Companies”} 
[Text] Five private European telecommunications con- 
cerns (GEC-Plessey-Telecom of the United Kingdom, 
Alcatel Business System Group of France, Societe 
Anonyme de Telecommunications of France, Siemens of 
West Germany, and Telenorma also of West Germany) 
are set to unite within a forum called IPSN (IPSN PBX 
Networking Specification Forum) with a view to pro- 
moting common standards for private telephone 
exchanges (PABX). The aim of this alliance is to manu- 


facture compatible telephone exchanges so as to stream- 
line international telephone communications. 


At the present time, there is quite a long waiting time 
involved in making an overseas telephone call. To get 
through to a subscriber, a caller has to go through the 
time-consuming process cf dialling the international 
code (waiting a few seconds), the country code and the 
subscriber's number. 


This loss of time spent in performing what are very often 
quite elaborate manipulations could be avoided by 
aligning private telephone exchanges with the EEC stan- 
dards established by the European Telecommunicztions 
Standards Institute (ETSI). The standardised exchanges 
to be developed by the ETSI would be a great advantage 
to companies and enable them for one thing to connect 
up the private exchange of their affiliates. In addition, to 
saving time and money, the system would allow compa- 
nies to gain access to the new services offered by the 
Integrated Services Digital Network (ISDN). 


The PABX market world-wide is worth more than ECU 
8 billion a year. The IPSN forum is open to all compa- 
nies wishing to cooperate in the work involved in stan- 
dardising exchanges in line with EEC Directives. 


BELGIUM 


Alcatel-Bell Signs Contract With Soviets 
QOWT0I25A Brussels KNACK in Dutch 27 Jun 90 p 28 
[Article by J.G.: “Wanted: Reunification™] 


[Text] The senior company officials from Alcatel-Bell 
who deplaned from the Belgian Air Force Bocing at 
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Nearly 3 years of negotiations had preceded this. The 
first consultations at an important level date from 
October 1987. A good six months later, the men from 
Antwerp sat down to business with Minister of Commu- 
nications Pervyshin, and in the first half of 1989 the pace 


being held in Washington and Paris with COCOM 
[Coordinating Committee for Strategic Trade Controls), 
the authority that makes the decision that the West will 


| 


in the Soviet Union in the area of leading technology, a 
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NC2109130290 Nicosia THE CYPRUS WEEKLY 
in English 21 Sep 90 p 8 


[Report by Bouli Hatzioannou} 
[Text] Cy BC [Cyprus Broadcasting Corporation) will 
its own contribution to round-the-clock live broad- 


casting with the launching of its third programme on 
94.8 FM stereo at midnight on Sunday, September 30. 


want—iots of music and news programmes. 
complement to existing programmes.” 


The new programme will rely mostly on part-timers, 
many of them journalists in the Greek language press. A 
Greek expert, Tassos Papadhopoulos, has been on the 
island for the past few weeks, training the new staff. 


emphasis on radio magazine programmes, which 
will rely on a network of correspondents. 


The decision not to employ new full time staff was as 
much a result of necessity as of choice. 


CyBC is already top heavy and its large payre'l has 
earned it more than its fair share of criticism. Pari- 
timers are cheaper. They are also more flexible. 


“But even if we wanted to hire full-time employees, we 
can't, because of the appeal pending before the Supreme 
Court,” the same official said. 

Khristos 


9OWT0122A Copenhagen BERLINGSKE TIDENDE 
in Danish 2 Jul 90 p Ii 2 

















merce, the Industry Council and the Union of Electrical 
Installers, ELO. 


“The market for internal telephones is now open, so that 
everyone can compete with respect to the sale of tele- 
phone switchboard systems or the installation of cus- 
tomers’ internal phones. However, the lion's share of the 


“I find it unpleasant that the privatization has not been 
implemented as originally planned. Only the conditions 
have changed. When you're talking about existing build- 


——— 


soe pete tay op age ay toch pm 
Council's committee on the telephone board 


“There has certainly been talk of privatization, but the 
ownership still belongs to the state. The companies sit 
back and enjoy a monopoly. Considerable privatization 
and progress has been achieved in the area of equipment, 
if we look back three years, when there was a complete 
monopoly there as well. Now the consumer has total 
freedom. The transmissior network in the buildings has 
also been privatized, although the extent to which that 
affects the individual customer is open to discussion. 
The telephone lines are owned by, for exampice, KTAS. 
The landlord may well negotiate control over them up to 
the point where they reach each individual unit in a large 

apartment building. but the telephone company still 


there are possibilities for negotiation. 

just move to another place, if the prices don't match up. 
This creates some inequality with respect to the possi- 
. ities for negotiation. Great effort has been made to 
tind a balance, and even though we would have preferred 
to see something cise, we must remember that we will 
have to consider EEC regulations in a few years,” main- 
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FEDERAL REPUBLIC OF GERMANY 


FRG, GDR Establish Joint RAD Network 


9OM10318 Munich MPG SPIEGEL in German No 3 90 
pil 


[Text] The Association for the Promotion of a German 
Research Network (DFN), the [GDR] Academy of Sci- 
ence’s Institute of Engineering (IIR), and the Technical 
University of Dresden have jointly drafted and proposed 
@ project that will link the GDR's regional research 
centers up to the German Research Network in the near 
eS oot oe ee eee 
universities and technical im this jomnt project, 
and the Institute of Computer and Enginecring 
those of the Academy of Science and — 


up a research communications network in the FRG, has 
now offered the GDR institutes assistance in estab- 
lishing a computer network compatible with its own. 

This joint project aims to extend the DFN associations’ 
packet-switching network into the GDR so that screntists 
there can obtain the same performance characteristics 
from the DFN communications services as thove avail- 
able in the FRG. This goal can be achieved only in the 
medium term because the GDR currently has no packet- 


— to Debnam 08 oo at. sin 


By way of an interim solution, which 
— 336858 
ters—greater Berlin, Dresden, Leipzig/Halle, Rostock, 
and Magdenburg—will be linked to the German 
Research Network via Dialog and electronic mail ser 
vices by the fall of this year. This will give approximately 
23,090 GDR scientists access to non-restricted Western 


data bases, allow them to communicate ‘de via 
electronic mail, and enable them to tz age of 
their Western cooperation partners’ nm wach as 


The BMFT is providing the DFN Association's joint 
project with a subsidy of approximately 1.5 million 
Deutsche ma. ks. It regards this project as a cornerstone 
of the pan-German research network. 


Deutsche Welle ‘9 Take Over GDR's Foreign 
Broadcasting 


LD2109142690 Hamburg DPA in German 1353 GMT 
21 Sep 90 


[Text] Cologne (DPA}—From midnight on the day of 
German unity on 3 October, Deutsche Welle (DW) in 
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9OM1I0243X Bonn TECHNOLOGIE NACHRICHTEN. 
MANAGEMENT INFORMATIONEN in German 
28 May 9 pp 13-14 


[Text] The Karlsruhe Nuclear Research Center (KK) 
has intensified and greatly expanded its relavions with 
GDR screntific institutes and universities in the past few 
months In addition to its cooperation with the Central 
Institute for Nuclear Research (ZfK) in Rossenforf near 


planned at the K{K school for nuclear technology 
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The removal of nitrate from drinking water 1s the subject 
of an agreement with the Martin Luther Universi 


im the Karisruhe technology factory. The exchange of 
trainee imstructors and the use of the K{K's cxpenence 
are also envisaged for the establishment of new organ:- 
zahonal and administrative structures at the Rossen- 
tance. Meanwhile, a considerable list of equipment 
requested by many GDR research institutes has been 
presented 

from the GDR are expected to arrive at the nuclear 
research center for study visits of several months to a 
year These. and other persona! contacts at vanous levels 
should soon lead to the identification of additional jyornt 
research activities. Consequently, on a medium-term 


9OM10317 Munich MBB NEW-TECH NEWS 


The system that can make all this happen is called 
LESAT (Learning Remete-Sensing Satellite System). tt 
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On earth, various users can cail up data from te nearest 
center in the geostationary oriyi! (altitude 36,000 kilome- 
ters) via microwave radio and satellite antennae. From a 
low orbit (altstude 300 to 400 kilometers) two additional 


The pole satellites work |_ke tracking hounds on a data 
base line in orbit. Depending on the monitoring status in 
the Al centers, they provide information in cases of 


opments in the weather, volcanic eruptions, 
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the satellit- center's brain takes on the form of capsu- 
lated networx processors that are protected fron forergn 
and hindering influences. The geostationary Al satellite 
center performs the foliowing tasks in the overall system: 


One mission is optical surface monitoring, such as global 


; processor 
camera data for evaluation to the processor network - a 
procedure that is effectuated via fiber-optical data bus. 
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system on the earth to gain access to the data and 
evaluations in the Al satellite centers. 


Via an attitude control, which is coupled with the 
processor network, the date from the laser-based attitude 
platform inside the satellite are utilized by the processor 
network to activate the spin and attitude engines (spin 
to maintain a stable attitude and position in relation to 
ihe earth’s surface via optical star positioning as well as 
laser gyro. A special docking control with the accompa- 
nying mechanical systems efiectuates the coupling of 
tank satellites in case the fuel reserves on board run out. 
To do this, the arriving tank satellite is actively guided to 
the docking position by a microwave-navigation-and 
docking transceiver. 


As is the case in the OPTICOM system, the electric 
energy supply for the processor network consists of a 
baseline layer of solar cells with the processor network 
positioned behind them. And the so!ar cells required for 
the communications and sensor components are 
designed as a baseline layer for the 

generator chips, modulator and amplifier chips, as well 
as for the sensor chips and the accompanying processor 
chips. ali of which are positioned behind the layer. The 
results is a multiredundant network system, in which, for 
example, certain solar cells and chips can be destroyed 
by meteorites, but the system's overall functioning 
cannot be reduced. If individual network components 
have been disturbed or destroyed, the processor network 
has special testing programs that determine which com- 
ponents no longer function, and they are then eliminated 
from the system's operation. 


The reconnaissance satellite that circulates around the 
poles performs the following tasks within the overall 
system. It traces high-resolution, optical details from a 
near-earth orbit in the visible, near ultraviolet and 
infrared range of the light spectrum. This job is also 
performed by a camera system with a variable objective 
based on high-resolution CCD chips charge-coupied 
device chips) with required changeable color and 
polarity filters. Sudden changes in the optical range can 
be recorded in enlarged detail by day as well as by night. 


Microwave radar provides other complementary moni- 
toring, independent of weather and clouds, of high- 
resolution details on the earth's surface in land and ice 
areas as well as of swell and current in the oceans. It 
supplies structured detailed pictures of the earth's sur- 
face, representing a rapid completion of the information 
from the optical range. 


Individual and cumulative color sector partial images in 
parallel screening record integral changes in color and 
spectral temperature changes in the atmosphere and on 
the earth's surface. An integrated camera network with a 
solid-state design, based on the principle of an insect's 
eye and equipped with permanent color filters, supplies 
the various sectorized cumulative color signals, which 
can then be evaluated together or individually. The 
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thermal reflections, which are important for the com- 
plete assessment of the earth's surface. are measured at a 
low orbit. A thermal imaging camera registers the 
thermal radiation in the near-carth orbital range and 
distinguishes various temperature-zone details on the 
earth's surface. 

All collected data are, as with the Al satellite networks, 
transmitted to a processor network, which is linked up to 
an optical permanent memory component and an opto- 
magnetic central memory. The processor system also 
controls the satellite propulsion and the attitude control, 
as well as the docking process when tanking satellites 
effectuate the refueling tasks. Furthermore, a laser radio 
the pole-circling satellites and the Al satellite centers. By 
this means they receive mission commands concerning 
detail reconnaissance for the completion or compensa- 
tion of data with the Al satellite centcrs. As for the Al 
satellite centers, they can, thanks to the basis of global 
knowledge they possess of the overall correlation they 
have acquired, create special monitoring tasks for the 
reconnaissance satellites’ orbital phase. 


The optical solid-state camera network, as it is called, 
operates in its schematic design as follows. A multilayer 
image processor chip, and LCD aperture control, the 
solar cell energy supply and the accompanying optical 
fiber communications network level, along with the 
CCD matrix image sensor all form a closed optical unit. 
The chip unit can be arranged side by side on this level, 
allowing an optical network arrangement to be made. 
The arrangement, which is similar to the eye of an insect, 
can individually and jointly supply optically filtered and 
spectrally different individual and cumuiative color sig- 
nals. 


Long-term application of the overall satellite system 
makes tank satellites a necessity A tank satellite basi- 

cally compnises a central poe tank for the satellite's 
fuel, a main propulsion, the attitude engines, and the 
docking and navigation equipment. A microwave com- 

munications system links the tank satellite with the Al 
satellite centers, Shuttle or carrier launcher systems park 
it in orbit, after which it is available at all times to the 
individual satellites for refueling. With this, the remote- 
sensing satellite system is guarantied a long life of 
service. 


Thanks to its interlinked computer structure and its 
extraordinarily high amount of optical memory capacity, 
the LESAT remote-sensing satellite system can, in the Al 
satellite centers, use intelligent pattern detection pro- 
gram systems to compile long, comparative and correla- 
tive collections of data. This collection does not only 
consist of statistical mathematical data concerning 
change parameters of climate and environmental devel- 
opments in the earth's surface. Thanks to the system's 
monitoring of critical transgressions in trends and limits. 
it can also effectuate detailed studies via the pole-circling 
reconnaissance satellites. which register locally limited 
developments. 
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The system's wideband communication equipment, 
which operates on numerous parallel channels, makes 
the satellite system available to a great number of 
different users throughout the world. In addition to the 
acquisition of standard data, a standardized communi- 
cations software program makes it possible to define and 
prescribe continually new applications for the satellite 
centers. This enables the Al centers to acquire new 
correlations, primarily from the comparative data 
coming from the earth, and to critically accompany the 
development of our planet. 


In researching this innovative remote-sensing satellite 
system, MBB is contributing to world-wide environ- 
mental data acquisition and the active reconnaissance of 
climatic correlations. Long-term development and vege- 
tatron damages can also be registered and signalized, and 
prognoses concerning. for example, the harvest situation 
throughout the world, can be effectuated. Data of this 
kind are also complemented by co-linked weather anal- 
yses and prognoses. With the comprehensive concept of 
the LESAT remote-sensing satellite system, MBB has not 
only paved the way to increasing the knowledge of our 


planet, to better recognize and prevent its dangers, but 
also to correctly assess the earth's biological and eco- 
nomical effectivity. 


SWEDEN 


Official Policy Blamed for VSAT Systems Lag 


90WT0132A Stockholm DAGENS NYHETER 
in Swedish 24 Jul 90 pp 1-2 


[Article by Jan Larsson: “Cheaper Talk Via Dish 
Antenna” ] 


[Text] 


Telephone Company Monopoly Prevents New 
Communications System 


It would be like a dream for the large multinational 
companies to have an internal international communi- 
cations network. They would avoid high telephone bills, 
problems with connections, and new installations when 
they move. 
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All that is needed 1s a dish antenna on the roof of every 
local office building and satellite space. In the United 


and is ready to start in on the large potential European 
market. 


“We believe that the market will be demonopolized 
between 1993 and 1995. Before the year 2000 there will 
be around 25,000 dish antennas for two-way communi- 
cations in Europe, says Lillemor Larsson, deputy 
director ‘or Vesatel. 


Great Differences 


Today, around 300 such dish antennas are to be found in 
Europe. There is a great difference between the one-way 
dish antennas which are commonly used for receiving 
satellite television and those two-way dish antennas 
which can both receive and send. 


Two-way satellite communications has undergone great 
technical improvements during the 1980's. Previously, 
dish antennas of 15 meters in diameter were needed at a 
cost of millions of kronor. Now, it is enough to have two 
dish antennas of 1.8 meters [in diameter] for 2,000 
kronor. 


Added to that is the rent for a satellite for bouncing the 
signals. The dish antennas are called very small aperture 
terminals, which is shortened to VSAT. 


The only VSAT in Europe that is commercially linked to 
another country is ABB's direct connection to Australia. 


There are already about 21,000 VSAT dish antennas in 
the United States, and 70,000 are on order. VSAT dish 
antennas are primarily used there by companies that are 
completely dependent on quick and accurate informa- 
tion dissemination, for example, finance banks, car 
manufacturers, and department store chains. 


It is not unusual for a company to have a system 
consisting of over 1,000 VSAT dish antennas. Often, 
other functions are combined in the system, so that it is 
possible via satellite to control production and deliv- 
eries, also to hold video conferences and backup for the 
regular marketing network. 


For the large companies, there is money to be pained. 


“Usually the customer pays for the equipment, the 
capacity and the maintenance, that is, the entire system. 
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The market price in the United States generally lies 20 
percent below the price of a cable system,” says Lillemor 
Larsson. 


The great difference between the U.S. and the European 
markets is the legislation. 


A so-called open space policy is in practice in the United 
States which means that one is free to send up satellites, 
and private companies are allowed to own and use 
two-way satellite dishes. In most of the European coun- 
tries, however, the telephone companies have a 
monopoly. 


In England, for example, two-way satellite communica- 
tions is only allowed for the telephone company, and in 
Germany there is a limit to how quick the transfer of 
information 1s allowed to be. 


In Sweden, however, the law is liberal. It is, in principle, 
free to both send and receive signals if you have access to 
a satellite and you do not use reserved frequencies. But 
so far, there are no more than ten two-way VSAT dish 
antennas in Sweden. 


“What is interesting is not the international communi- 
cations. In order to reach a place in Sweden, you can 
already just lift the receiver and call without problems. 
What is interesting is that via satellite, you can cross the 
border,” says Lars Bystrom, a technical director for 
Vesatel. 


“A proposal will be submitted to the EC Commission 
soon about unified regulations. The way the atmosphere 
is now, it seems that the regulations introduced will be 
similar to those of Germany, although perhaps a little 
more liberal,” continues Bystrom. 


Currently, the interest in VSAT is high among compa- 
nies that are establishing themselves in the East Euro- 
pean market. 


West German banks that have opened offices in East 
Berlin are standing in line for VSAT in order to bypass 
the ancient telecommunications network in East Europe. 


A number of Swedish companies continue to try to get 
VSAT connections with East Europe through Vesatel. 
The problem is, even here, to get permission, but Vesatel 
expects that their first link to East Europe will be 
connected before the fall. 


Today, Vesatel has approximately 500 VSAT dish 
antennas for one-way communications in 16 countries. 
The company has three American finance customers, but 
the large system the company has is the S1X-system of 
the Stockholra Stock Exchange which sends out changes 
from the Stock Exchange all over Europe. 
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New Television Station Begins Broadcast: i5 Sep 


LD1709110990 Stockholm Domestic Service in Swedish 
0930 GMT 17 Sep 90 


[Excerpt] The long-awaited TV4 started broadcasting on 
15 September. 


TV4 is a totally Swedish channel, owned by businesses 
broadcasting through the tele-x satellite. Advertising 
finances the programs. 


After five years’ preparation and great publicity in the 
past year here in Sweden, TV4 has now started com- 
peting for viewers. [passage omitted] 


Kinnevik To Join International Mobile Phone 
Venture 


90WT0132B Stockholm DAGENS NYHETER 
in Swedish 26 Jul 90 p C 3 


[Article by TT: “Kinnevik Joins New Mobile Phone 
Company”) 

[Text] The administrative management of the Kinnevik 
company has reached a basic agreement with the U.S. 


Millicom company about forming an international 
mobile telephone company. 


The principal owner of Kinnevik, Jan Stenbeck, also 
owns Millicom. 
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The new compnay will administer and operate mobile 
telephone systems in various markets outside Sweden. 
According to Kinnevik, the company will probably hold 
more licences and rights to run a mobile telephone 
system than any other company. 

In Sweden, the minority owner of the company will be 
the Comvik GSM company which is the company that 
began the development of the so-called GSM digital 
system. Peter Kuhne, who recently left the deputy 
director position at Kinnevik's daughter company Com- 
vik, will be in charge of the GSM system. 


TURKEY 
Turkey To Provide Communications Systems to 
Azerbaijan 


NC1409152890 Istanbul CUMHURIYET in Turkish 
11 Sep 9 pil 


[Text] (Economic News Service}—According to an 
agreement that has been signed between the officials of 
Turkey's TELETAS [expansion unknown] company and 
Shamil Musayev, minister of communications of the 
Azerbaijan Soviet Socialist Republic, TELETAS will 
provide rural subscription radio communications sys- 
tems [kirsal abone radyo systemieri] to Azerbaijan to 
facilitate communications between large cities in critical 
areas, such as Nakhichevan and Gendzha, and small 
settlements. The same systems will also be used in the 
Nagorno-Karabakh Autonomous Oblast. 
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